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1  Introduction 


This  report  describes  the  structure,  capabilities,  and  use  of  the  Shoreline 
Modeling  ^stem  (SMS)  developed  at  the  Coastal  Engineering  Research  Center 
(CERC),  US  Army  Engineer  Waterways  Experiment  Station.  The  SMS  is  a 
collection  of  generalized  computer  programs  assembled  to  form  a  functional 
system.  The  primary  purpose  of  the  SMS  is  to  enable  complete  design-level 
shoreline  evolution  investigations  to  be  performed  by  engineers  with  numerical 
models  (regardless  of  their  computer-programming  capabilities)  on  the  commonly 
available  personal  computei  (PC)  hardware  platform. 


SMS  Contents 

The  SMS  Version  1  contains  two  special-purpose  file  editors,  two  special- 
purpose  data  visualization  programs,  one  general-purpose  graphics  program,  12 
system-support  programs,  and  two  major  coastal  processes  numerical  models. 
A  summary  of  the  purpose  and  function  of  the  major  components  of  the  SMS  is 
given  in  the  following  paragraphs. 

The  two  major  numerical  simulation  models  contained  in  the  SMS  are  the 
shoreline  change  model  GENESIS  (GENEralized  model  for  Simulating  Shoreline 
change)  (Hanson  1987;  Hanson  and  Kraus  1989;  Gravens,  Kraus,  and  Hanson 
1991)  and  the  wave  transformation  model  RCPWAVE  (Regional  Coastal 
Processes  WAVE  propagation  model)  (Ebersole  1985;  Ebersole,  Cialone,  and 
Prater  1986).  The  numerical  model  GENESIS  calculates  shoreline  change 
produced  by  spatial  and  temporal  differences  in  longshore  sand  transport 
produced  by  breaking  waves.  The  longshore  extent  of  the  modeled  reach  can 
range  from  less  than  a  kilometer  to  tens  of  kilometers,  and  simulation  intervals 
can  range  from  less  than  a  month  to  tens  of  years.  The  shoreline  evolution 
portion  of  the  numerical  model  is  based  on  oae-line  theory,  which  assumes  that 
beach  profile  shape  remains  unchanged,  allowing  shoreline  change  to  be  de¬ 
scribed  uniquely  in  terms  of  the  translation  of  a  single  point  on  the  profile. 
Other  features  of  the  model  include  a  wave  transformation  module  to  calculate 
shoaling,  refraction,  and  diffraction;  sand  b^q^iassing  and  transmission  at  shore- 
perpendicular  structures  such  as  groins  and  jetties;  wave  transmission  at  detached 
bre^waters;  and  a  variety  of  terminal  and  internal  boundary  conditions  and 
constraints. 
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The  numerical  model  RCPWAVE  simulates  wave  propagation  over  an  arbi¬ 
trary  bathymetry.  The  governing  equations  solved  in  the  model  are  the  "mild 
slope"  equation  for  linear,  monochromatic  waves,  and  the  equation  specifying 
irrotationality  of  the  wave  phase  function  gradient.  Finite- iifference  approx¬ 
imations  of  ^ese  equations  are  solved  to  predict  wave  propagation  outside  the 
surf  zone.  The  RCPWAVE  has  become  the  standard  monochromatic  wave  trans¬ 
formation  model  used  for  estimating  open-coast  nearshore  wave  conditions  for 
input  to  GENESIS.  Chapter  6  provides  a  more  detailed  discussion  of  GENESIS 
and  RCPWAVE. 

The  two  file  editor  programs  allow  users  to  generate  the  model  configuration 
and  input  files  for  GENESIS  and  RCPWAVE  (the  two  coastal  process  numerical 
models).  Upon  completion,  user-provided  specifications  are  processed  to  detect 
potential  errors  that  will  cause  the  numerical  model(s)  to  have  run-time  errors 
and  fail.  Detailed  descriptions  of  these  programs  and  their  use  are  provided  in 
Chapter  3. 

The  SMS  contains  two  special-purpose  graphics  programs;  one  of  the  pro¬ 
grams  was  developed  specifically  for  the  visualization  of  results  generated  by 
GENESIS,  and  the  other  for  the  visualization  of  results  generated  by 
RCPWAVE.  These  special-purpose  graphics  programs  enable  the  generation  of 
several  typically  required  plots.  For  example,  for  GENESIS,  three  types  of  plots 
can  be  created;  (a)  computed  average  net  transport  rate,  (b)  shoreline  change, 
and  (c)  shoreline  position.  For  RCPWAVE,  contour  plots  of  water  depth,  wave 
height,  and  wave  angle  can  be  displayed  in  addition  to  plots  of  wave  height  and 
wave  angle  along  a  nearshore  reference  line  that  will  be  used  by  GENESIS.  The 
SMS  also  contains  a  graphics  program  that  allows  the  user  to  create  additional 
plots.  Several  of  the  system-support  programs  produce  files  used  specifically  as 
input  to  the  general-purpose  grapiiics  program.  All  three  programs  are  discussed 
in  detail  in  Chapter  4. 

The  12  system-support  programs  included  in  the  SMS  automate  most  of  the 
data  preparation  and  analysis  typically  required  in  the  generation  of  complete 
input  data  sets  for  GENESIS.  The  12  system-support  programs  have  been  assem¬ 
bled  into  three  recommended  analysis  procedures  and  are  discussed  in  detail  in 
Chapter  5. 


Recommended  Hardware 

The  SMS  is  designed  to  be  run  on  a  minimum  hardware  configuration  of  an 
IBM  PC-AT  machine  with  640-Kb  memory  and  a  math  co-processor.  Much  of 
the  system  development  and  testing,  however,  were  conducted  on  a  386  25-MHz 
PC  with  a  math  co-processor  and  a  Video  Graphics  Array  (VGA)  color  monitor. 
Acknowledging  that  many  of  the  computer  algorithms  contained  in  the  SMS 
programs  are  computationally  intensive  dictates  that  effective  use  of  the  system 
v/ill  require  a  hardware  platform  somewhat  more  powerful  than  the  minimum 
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configuration  given  above,  such  as  a  386  or  486  PC  with  a  fast  clock  (20  MHz 
or  faster)  and  a  math  co-processor. 

The  graphics  programs  in  the  SMS  were  developed  on  a  machine  with  a  VGA 
color  adapter  and  monitor;  consequently,  the  various  graphical  displays  available 
are  best  suited  for  a  VGA  color  adapter  and  monitor.  However,  the  SMS  can 
be  configured  to  operate  with  Color  Graphics  Adapter  (CGA)  or  Enhanced 
Graphics  Adapter  (EGA)  equipment. 

Installation  of  the  SMS  software  on  the  PC  requires  approximately  4  Mb  of 
free  disk  space  on  the  hard  disk.  However,  the  data  files  associated  with  a 
typical  numerical  shoreline  change  investigation  can  easily  require  an  additional 
10  to  IS  Mb  of  disk  space. 


Report  Overview 

This  document  provides  general  instructions  for  the  operation  of  the  SMS  and 
outlines  the  capabilities  of  the  various  individual  programs  contained  within  the 
system.  As  such,  only  summary  information  (including  reference  to  available 
technical  documentation)  on  the  computational  programs  is  provided  herein. 
Chapter  2  contains  a  detailed  description  of  the  overall  structure  of  the  system. 
Chapter  3  provides  documentation  of  and  instructions  for  the  use  of  the  two 
special-purpose  file  editors  contained  in  the  system.  Chapter  4  provides  instruc¬ 
tions  for  the  use  of  the  two  special-purpose  and  one  general-purpose  graphics 
programs  in  the  SMS.  Chapter  S  describes  the  interrelationships  between  the  12 
programs  that  comprise  the  GENESIS  system-support  programs,  and  provides 
guidance  and  recommendations  for  use  of  the  system-support  programs  by  sug¬ 
gesting  three  data  preparation  and  analysis  proc^ures.  The  three  suggest^  data 
preparation  and  analysis  procedures  include  all  tasks  typically  required  in  the 
conduct  of  a  numerical  shoreline  change  investigation.  Chapter  6  gives  a 
summary  of  the  input  data  requirements,  assumptions,  and  usage  of  the  two 
major  coastal  processes  numerical  models  in  the  SMS. 
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2  General  System 
Structure  and  Use 


The  first  part  of  this  chapter  describes  the  appearance  of  the  SMS  on  the 
monitor  after  the  system  has  been  installed  on  the  PC’s  hard  disk.  Appendix  A 
provides  detailed  instructions  for  installing  the  system  from  the  distribution  disks. 
The  second  part  of  the  chapter  defines  and  discusses  the  multi-level  menuing 
system  from  which  the  individual  components  of  the  system  are  invoked  or 
executed. 


Directory  Structure 

The  SMS  operates  within  a  specific  directory  structure.  After  installation  of 
the  system  on  the  PC’s  hard  disk  (according  to  the  instructions  provided  in 
Appendix  A),  the  user  should  find  a  subdirectory  named  SMS  in  the  root  direc¬ 
tory  of  the  drive  on  which  the  system  was  installed.  Within  the  SMS  directory 
there  should  be  two  files  (SMS. EXE  and  INSTALL.COM)  and  six  subdirectories 
(subdirectories  are  represented  in  Figure  1  as  boxes).  Each  of  the  subdirectories 
should  contain  the  executable  programs  listed  beneath  the  subdirectory  box.  The 
subdirectories  separate  the  programs  that  comprise  SMS  into  functional  areas: 
three  GENESIS-specific  programs;  one  general-purpose  graphics  program;  four 
nearshore  wave  data  analysis  programs;  five  offshore  wave  data  analysis 
programs;  three  RCPWAVE-specific  programs;  and  three  shoreline  data  analysis 
programs. 

All  of  the  executable  programs  listed  in  Figure  1  can  be  run  in  a  stand-alone 
mode  outside  of  the  SMS.  In  general,  the  programs  that  make  up  the  SMS  were 
originally  designed  to  be  executed  interactively  in  a  stand-alone  mode.  Typically 
the  program  will  prompt  the  user  for  several  inputs  (e.g.,  input  and  output  file 
names,  etc.),  perform  some  computations,  and  terminate.  The  SMS,  therefore, 
is  simply  a  controller  program  containing  the  appropriate  logic  branches  enabling 
the  user  to  move  through  the  multi-level  menuing  system  and  initiate  execution 
of  any  one  of  the  programs  listed  in  Figure  1  on  an  individual  basis. 

Execution  of  the  SMS  can  be  initiated  from  any  directory  or  subdirectory  on 
the  disk  drive  on  which  the  system  is  installed  provided  the  \SMS  directory 
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is  in  the  path  command.  In  practice,  the  user  will  make  the  directory  containing 
the  data  files  the  default  directory  (e.g.,  set  default  to  \DATA)  and  then  initiate 
execution  of  the  system  (e.g.,  issue  the  comand  SMS).  Although  having  all  data 
in  the  default  directory  is  not  required  for  correct  operation  of  ail  programs  in 
the  SMS,  it  is  required  for  operation  of  GENESIS  and  GENGRAF. 


Menu  Structure 

The  SMS  contains  four  menu  levels.  The  individual  programs  within  the 
SMS  are  executed  by  highlighting  a  menu  option  using  either  the  cursor  keys  or 
mouse  and  then  pressing  the  enter  key  or  mouse  button.  Figure  2  shows  the 
available  options  at  each  of  the  four  menu  levels.  Figure  3  is  a  schematic 
illustration  of  the  SMS  level  1  menu  screen  that  is  displayed  on  the  PC  monitor 
when  the  SMS  is  started.  By  default  the  left-most  menu  option  is  highlighted 
(the  GENESIS  option  in  Figure  3).  The  format  of  all  the  menu  screens  is  the 
same.  The  version  number  and  compilation  date  are  given  under  the  system  logo 
(SMS)  followed  by  the  specific  menu  level  and  title.  At  the  bottom  of  the  screen 
are  the  menu  options.  Above  the  options  list  is  a  one-line  description  of  the 
action  that  will  be  taken  if  the  highlighted  option  is  selected.  In  general,  the 
description  will  include  the  word  "Perform”  or  "Run”  if  the  highlighted  option 
will  transfer  the  user  to  another  menu  level.  Likewise,  the  description  will 
typically  include  the  word  "Execute"  if  selection  of  the  highlighted  menu  will 
initiate  execution  of  one  of  the  SMS  programs.  The  following  paragraphs 
provide  a  summary  description  of  the  operation  performed  for  each  of  the  menu 
options  available  in  the  four  menu  levels. 

Level  1  menu:  Main 

This  is  the  initial  menu  screen  in  the  system  (see  Figure  3)  and  it  contains  five 
options.  Three  of  the  options  transfer  the  user  to  the  level  2  menus  shown  in 
Figure  2.  The  GENESIS  option  transfers  the  user  to  the  SMS  level  2  menu: 
GENESIS.  The  RCPWAVE  option  transfers  the  user  to  the  SMS  level  2  menu: 
RCPWAVE.  The  Utilities  option  transfers  the  user  to  the  SMS  level  2  menu: 
Utilities. 

The  Configure  option  initiates  execution  of  the  1NSTALL.COM  procedure 
allowing  the  user  to  install  (or  configure)  the  programs  SMS. EXE  (the  SMS 
controller  program),  GENGRAF. EXE  (theGENESIS-specific  graphics  program), 
RCPGRAF.EXE  (the  RCPWAVE  specific  graphics  program),  and  DPLOT.EXE 
(the  general-purpose  graphics  and  DOS  operations  program)  to  their  specific  PC 
environment  (e.g.,  VGA  monitor,  Hewlett  Packard  (HP)  laser  printer,  etc.). 
Upon  selection  of  the  Configure  option,  the  user  is  prompted  for  the  name  of  the 
program  that  he  or  she  wants  to  install.  At  this  point,  the  user  should  enter  the 
program  name  including  the  path  (for  instance,  to  install  the  program 
GENGRAF.EXE,  the  user  should  enter;  "\SMS\GENESIS\GENGRAF.EXE"). 
The  program  then  prompts  the  user  to  specify  his  system’s  display  adapter  (e.g.. 
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Perform  GENESIS  simulation,  GENESIS  data  visualization,  or  edit  START  Tile 
GENESIS  RCPWAVE  Utilities  Configure  Exit 


Figure  3.  SMS  Level  1  menu:  Main 


monochrome,  CGA,  EGA,  or  VGA),  pen  plotter  (e.g.,  none,  HP  compatible  2-, 
6-,  or  8-pen,  or  HP  LaserJet  III),  graphics  printer  (e.g.,  none,  IBM  graphics, 
Epson  FX/RX  series,  HP  LaserJet,  or  HP  PaintJet),  the  plotter  port,  and  finally 
the  printer  port. 

The  Exit  option  terminates  the  SMS  session. 

Level  2  menu:  GENESIS 

This  menu  screen  contains  four  options.  The  GENESIS  option  initiates  execu¬ 
tion  of  the  shoreline  evolution  model  GENESIS.  The  program  then  executes  and 
upon  completion,  the  user  is  returned  to  the  SMS  level  2  menu:  RCPWAVE. 
As  with  previously  released  versions  of  GENESIS,  the  program  prompts  the  user 
for  the  three-character  extension  of  the  input  data  files  (see  Gravens,  Kraus,  and 
Hanson  1991).  It  is  assumed  that  the  input  data  files  reside  in  the  default 
directory.  Chapter  6  gives  an  overview  of  the  GENESIS  model  and  its  input 
data  requirements. 
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The  GENGRAF  option  transfers  the  user  to  the  SMS  level  3  menu: 
GENESIS-Granhics. 

The  GENEDIT  option  initiates  execution  of  the  START,  ext  file  editor,  which 
allows  generation  or  modification  of  the  GENESIS  input  file  START. ext.  The 
program  GENEDIT.EXE  is  a  special-purpose  file  editor  that  also  performs  qual¬ 
ity  checking  (error  processing)  of  user-provided  input  specifications.  Use  of  this 
program  will  effectively  eliminate  input  mismatch  errors  in  the  START.ext  file 
that  would  cause  GENESIS  to  terminate  prematurely.  Chapter  3  provides  a 
detailed  discussion  of  the  various  features  and  usage  of  the  program 
GENEDIT.EXE. 

The  Exit  option  transfers  the  user  to  the  SMS  level  1  menu:  Main. 

Level  2  menu:  RCPWAVE 

This  menu  screen  has  four  options.  The  RCPWAVE  option  initiates  execution 
of  the  monochromatic  nearshore  wave  transformation  model  RCPWAVE.  The 
program  (RCPWAVE)  prompts  the  user  for  the  file  name  associated  with  the 
RCPWAVE  input  data  set.  If  the  input  data  set  does  not  exist  in  the  default 
directory,  the  path  should  also  be  entered  at  this  time. 

The  RCPGRAF  option  transfers  the  user  to  the  SMS  level  3  menu: 
RCPWAVE-Graohics. 

The  RCPEDIT  option  initiates  execution  of  the  RCPWAVE  input  file  editor, 
which  enables  generation  or  modification  of  the  primary  RCPWAVE  input  data 
file.  The  program  RCPEDIT.EXE  is  a  special-purpose  file  editor  that  also  per¬ 
forms  quality  checking  (error  processing)  of  user-provided  input  specifications. 
Chapter  3  provides  a  detailed  discussion  of  the  various  features  and  usage  of  the 
program  RCPEDIT.EXE. 

The  Exit  option  transfers  the  user  to  the  SMS  level  1  menu:  Main. 

Level  2  menu:  Utilities 

This  menu  screen  again  contains  four  options.  The  Shorelines  option  transfers 
the  user  to  the  SMS  level  3  menu:  Utilities-Shorelines.  The  Waves  option 
transfers  the  user  to  the  SMS  level  3  menu:  Utilities-Waves. 

The  Graphics  option  initiates  execution  of  the  general-purpose  graphics  and 
DOS  operations  program  DPLOT.EXE  (from  HGRAPH  version  5. 1*).  The  pro¬ 
gram  DPLOT.EXE  is  versatile  in  that  it  can  be  used  to  produce  and  modify 
custom  plots  and  perform  many  useful  DOS  applications  such  as  list  the  contents 


HGRAPH,  a  graphics  software  package  developed  for  the  PC  by 

David  W.  Hyde,  Structural  Engineer,  US  Army  Engineer  (USAE)  Waterways 

Experiment  Station,  Structures  Laboratory. 
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of  the  current  directory,  change  directories,  list  the  contents  of  a  specific  file, 
and  temporarily  exit  to  DOS.  Chapter  4  gives  a  detailed  discussion  of  the 
various  features  and  usage  of  the  program  DPLOT.EXE. 

The  Exit  option  transfers  the  user  to  the  SMS  level  1  menu:  Main. 

Level  3  menu:  GENESIS-Graphics 

From  this  menu  screen  the  user  can  graphically  post-process  results  generated 
by  GENESIS.  Current  GENESIS  users  will  be  familiar  with  this  graphics  system 
since  it  has  previously  been  released  as  the  GENESIS  Data  Visualization  System. 
Three  types  of  plots  can  be  processed  using  the  options  in  this  menu  screen.  The 
Net  Transport  Rate  option  displays  the  average  annual  net  longshore  sand 
transport  rate  computed  over  the  simulation  period,  together  with  the  average 
annual  net  longshore  sand  transport  rate  for  the  entire  simulation  reach  (a  straight 
line  average  for  the  simulation  reach).  The  Shoreline  Change  option  allows  the 
user  to  display  the  computed  shoreline  change  between  the  final  shoreline  posi¬ 
tion  and  the  initial  shoreline  position,  or  the  measured  shoreline  position,  or  an 
external  (user-specified)  shoreline  position  data  file.  The  Shoreline  Positions 
option  enables  the  user  to  plot  the  initial  and  calculated  shoreline  positions, 
together  with  the  specified  coastal  structures  simulated,  including  beach  fills, 
seawalls,  groins,  and  detached  breakwaters.  Additional  shorelines  such  as  the 
measured  shoreline  position,  the  seaward-most  computed  shoreline  position,  the 
landward-most  computed  shoreline  position,  the  intermediate  shoreline  positions 
(specified  in  the  START.ext  file),  and  external  (user-specified)  shoreline  position 
data  files  can  also  be  displayed.  The  Exit  option  transfers  the  user  to  the  SMS 
level  2  menu:  GENESIS. 

Level  3  menu:  RCPWAVE-Graphics 

From  this  menu  screen,  the  user  can  graphically  post-process  results 
previously  generated  by  RCPWAVE.  Two  types  of  plots  can  be  generated  from 
within  this  menu  screen.  The  2-D  RCPWAVE  Grid  option  enables  the  user  to 
display  contour  plots  of  the  water  depth,  wave  height,  or  wave  angle  on  the  two- 
dimensional  RCPWAVE  computational  grid.  Additionally,  transects  in  the 
offshore  direction  can  be  selected  from  the  contour  plot  and  displayed  in  an  X-Y- 
type  plot  (e.g.,  from  the  depth  contour  plot,  profile  lines  can  be  selected  and 
plotted  separately).  The  Nearshore  Reference  Line  option  enables  the  user  to  plot 
both  wave  heights  and  wave  angles  along  the  nearshore  reference  line. 
Information  (wave  heights  and  angles)  on  the  nearshore  reference  line  (oriented 
in  the  longshore  direction)  are  used  by  GENESIS  to  define  nearshore  wave 
conditions.  The  Exit  option  transfers  the  user  to  the  SMS  level  2  menu: 
RCPWAVE. 

Level  3  menu:  Utility-Shorelines 

This  menu  screen  contains  three  options  that  invoke  the  execution  of  three 
generalized  programs.  These  enable  the  user  to  perform  the  shoreline  position 
data  analysis  procedures  (see  Gravens  1991  and  Gravens,  Kraus,  and  Hanson 
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1991)  required  to  generate  the  two  shoreline  position  data  files  necessary  to 
perform  a  GENESIS  simulation.  A  detailed  discussion  of  the  shoreline  data 
analysis  procedure  is  provided  in  Chapter  S. 

The  SHORLROT  option  initiates  execution  of  a  program  that  performs  a 
coordinate  system  rotation  and  origin  translation  on  digitized  X-Y  shoreline 
position  data.  This  procedure  is  required  to  map  the  digitized  data  into  the 
GENESIS  coordinate  system. 

The  CUINTP  option  executes  a  program  that  uses  a  cubic  spline  interpolation 
algorithm  to  interpolate  uniformly  spaced  shoreline  positions  from  the  rotated 
data. 

The  WTSHO  option  initiates  execution  of  the  program  WTSHO,  which  reads 
the  shoreline  position  data  generated  by  the  program  CUINTP  and  writes  a 
shoreline  position  data  file  for  input  to  GENESIS. 

The  Exit  option  transfers  the  user  to  the  SMS  level  2  menu:  Utilities. 

Level  3  menu:  Utility-Waves 

The  three  options  in  this  menu  screen  simply  transfer  the  user  to  another 
menu  screen.  Tlie  Offshore  Analysis  option  transfers  the  user  to  the  SMS  level 
4  menu:  Utilitv-Waves-Qffshore.  The  Nearshore  Analysis  option  transfers  the 
user  to  the  SMS  level  4  menu:  Utilitv-Waves-Nearshore.  The  Exit  option 
transfers  the  user  to  the  SMS  level  2  menu:  Utilities. 

Level  4  menu:  Utility-Waves-Off shore 

This  menu  screen  contains  five  options  that  invoke  the  execution  of  five 
generalized  programs  enabling  the  user  to  process  offshore  wave  data  for  input 
to  GENESIS,  to  compute  potential  longshore  sand  transport  rates  from  the  off¬ 
shore  wave  data,  and  to  develop  a  regional  sediment  budget  (Gravens  1991; 
Gravens,  Kraus,  and  Hanson  1991).  A  detailed  discussion  of  the  interaction  be¬ 
tween  and  usage  of  the  programs  available  within  this  menu  screen  is  provided 
in  Chapter  5  under  the  heading  "Analysis  of  Offshore  Wave  Data." 

The  WAVETRAN  o^Won  initiates  execution  of  a  program  that  performs  a  Wave 
Information  Study  (WIS)  Phase  Ill-type  transformation  on  the  input  time  series 
of  wave  conditions  according  to  user-specified  constraints.  This  program  is 
typically  used  to  transform  a  time  series  of  deepwater  wave  conditions  to  a  finite 
water  depth  corresponding  to  the  average  water  depth  along  the  offshore 
boundary  of  the  nearshore  wave  transformation  bathymetry  grid  (RCPWAVE 
grid).  As  constraints,  the  user  specifies  shoreline  orientation  and  one-  or  two- 
sided  wave  energy  sheltering  angles. 

The  SEDTRAN  option  executes  the  program  SEDTRAN,  which  computes 
potential  longshore  sand  transport  rates  from  the  input  time  series  of  wave 
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conditions.  The  results  of  these  computations  can  be  used  to  develop  a  regional 
scale  longshore  sand  transport  sediment  budget. 

The  RCRIT option  initiates  execution  of  the  program  RCRIT,  which  processes 
an  input  time  series  of  wave  conditions  and  effectively  eliminates  from  the  time 
series  those  wave  conditions  that  are  either  propagating  offshore,  are  calm,  or  are 
determined  to  be  insignificant  in  terms  of  their  ability  to  produce  longshore  sand 
transport  rates  sufficient  to  impact  long-term  shoreline  change  (Kraus,  Hanson, 
and  Larson  1988).  In  general,  use  of  this  program  will  significantly  reduce  the 
execution  time  required  to  perform  a  given  shoreline  change  simulation  using 
GENESIS. 

The  WTWAVTS  option  executes  a  program  that  is  used  to  either  select  and 
write  (to  a  new  file)  a  subset  of  the  input  time  series,  or  to  append  two  or  more 
time  series  of  wave  conditions  together. 

The  WTWAVES  option  initiates  execution  of  the  program  WTWAVES,  which 
enables  the  user  to  reformat  a  time  series  of  wave  conditions  for  use  as  input  to 
GENESIS. 

The  Exit  option  transfers  the  user  to  the  SMS  level  3  menu:  Utilitv-Waves. 
Level  4  menu:  Utility-Waves-Nearshore 

This  menu  screen  contains  four  options  that  invoke  the  execution  of  four 
generalized  programs  enabling  the  user  to  analyze  an  offshore  time  series  of 
wave  conditions  to  determine  which  nearshore  wave  transformation  simulations 
should  be  performed,  to  process  nearshore  wave  data  (specifically  output  from 
RCPWAVE)  for  input  to  GENESIS,  and  to  compute  potential  longshore  sand 
transport  rates  using  nearshore  wave  information  to  develop  a  local  (or  project 
level)  sediment  budget  (Gravens  1991;  Gravens,  Kraus,  and  Hanson  1991).  A 
detailed  discussion  of  the  interaction  between  and  usage  of  the  programs  available 
within  this  menu  screen  is  provided  in  Chapter  5  under  the  heading  of  "Analysis 
of  Nearshore  Wave  Data." 

The  WHEREWAV  option  initiates  execution  of  a  program  that  computes  wave 
height,  period,  and  angle  of  approach  statistics  of  an  input  time  series  of  wave 
conditions.  These  statistics  are  subsequently  used  to  determine  which  nearshore 
wave  transformation  simulations  are  required  to  describe,  in  general,  the  transfor¬ 
mation  of  the  offshore  time  series  over  a  digitized  bathymetry  to  nearshore  (near¬ 
breaking)  conditions. 

The  WTNSWAV  option  executes  the  program  WTNSWAV,  which  is  used  to 
read  output  (wave  height  and  angle  of  approach  data  along  the  user-specified 
nearshore  reference  line)  generated  by  RCPWAVE  and  write  a  database  of  near¬ 
shore  wave  information  for  input  to  GENESIS. 
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The  WTDEPTH  option  executes  the  program  WTDEPTH,  which  is  used  to 
read  output  (water  depths  along  the  nearshore  reference  line)  generated  by 
RCPWAVE  and  write  a  DEPTH. ext  file  for  input  to  GENESIS. 

The  NSTRAN  option  initiates  execution  of  a  program  that  computes  potential 
longshore  sand  transport  rates  from  an  input  time  series  of  offshore  wave 
conditions,  a  nearshore  wave  database,  and  nearshore  reference  water  depths 
(DEPTH. ext  file).  Output  from  this  program  can  be  used  to  develop  a  local  (or 
project  level)  sediment  budget. 

The  Exit  option  transfers  the  user  to  the  SMS  level  3  menu:  Utilitv-Waves. 


13 


General  System  Structure  and  Use 


3  File  Editors 


This  chi4)ter  documents  the  two  special-purpose  file  editors  (GENEDIT.EXE 
and  RCPEDIT.EXE)  included  in  the  SMS.  Tliese  programs  were  designed  to 
facilitate  the  efficient  generation  and  modification  of  the  primary  model 
configuration  input  data  file  used  by  the  two  major  numerical  models  in  the 
system  (GENESIS  and  RCPWAVE).  In  addition  to  allowing  the  user  to  enter 
and  modify  various  model  set-up  and  configuration  specifications,  the  programs 
perform  extensive  quality  checks  on  user-provided  inputs.  If  errors  are  detected, 
the  programs  report  where  the  errors  were  found  and  allow  the  user  to  correct 
these  errors  prior  to  termination  of  the  program.  The  following  paragraphs  detail 
the  usage  and  operation  of  the  two  special-purpose  editors. 


QENEDIT 

Execution  of  the  program  GENEDIT.EXE  can  be  initiated  either  from  the 
SMS  level  2  menu:  GENESIS  or  in  a  stand-alone  mode  by  issuing  the  command 
"\SMS\GENESIS\GENEDIT."  Regardless  of  how  the  program  is  started,  the 
program  first  displays  an  introductory  screen,  which  gives  the  program  name  and 
version.  Pressing  any  key  will  dismiss  the  introductory  screen.  The  program 
then  prompts  the  user  for  the  file  name.  Upon  entry  of  the  desired  file  name 
(followed  by  pressing  the  enter  key)  the  program  will  scan  the  default  directory 
(or  the  directory  in  the  path  specified  together  with  the  file  name)  for  the  file. 
If  the  specified  file  name  is  not  found,  the  program  will  prompt  the  user  to  indi¬ 
cate  whether  or  not  the  requested  file  is  a  new  file.  If  a  new  file  is  indicated, 
then  the  program  will  open  a  file  with  the  user-specified  name  and  a  template  of 
the  START.ext  will  appear  on  the  monitor.  If  a  new  file  is  not  indicat^,  then 
the  program  will  prompt  the  user  for  another  file  name.  If,  on  the  other  hand, 
the  program  finds  the  user-specified  file,  then  a  template  of  the  START.ext  file 
with  the  existing  input  will  appear  on  the  monitor. 

Upon  entry  of  the  START.ext  file  template,  the  cursor  is  positioned  in  the 
first  data  entry  field  (line  A.  1  RUN  TITLE).  If  the  file  is  a  new  file,  the  field 
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will  be  blank;  if  it  is  an  existing  file,  the  title  of  the  previous  run  will  appear  in 
the  data  field.  The  information  in  the  data  field  can  be  updated  by  typing  in  the 
desired  title.  When  the  cursor  appears  as  an  underscore,  data  entry  is  in  the 
overstrike  mode.  When  the  cursor  appears  as  a  small  box,  data  entry  is  in  the 
insert  mode. 

In  general,  movement  of  the  cursor  between  the  data  fields  (for  instance,  mov¬ 
ing  from  the  data  field  associated  with  line  A.  1  to  the  data  field  associated  with 
line  A. 2)  is  achieved  by  using  the  up  or  down  cursor  keys  or  by  pressing  the 
ENTER  key.  The  exception  to  this  is  when  the  user  is  in  a  data  buffer  field 
(inputs  in  these  fields  may  exceed  one  line).  There  are  16  of  these  data  buffer 
fields  that  are  required  for  array  data  entry  on  lines  A. 9,  D.4,  D.5,  E.4,  E.5, 
E.6,  F.3,  G.6,  G.7,  G.8,  G.9,  1.4,  1.5,  1.6,  1.7,  and  1.8.  To  exit  or  move  the 
cursor  out  of  the  data  buffer  fields,  the  up  or  down  cursor  keys  must  be  used. 
Alternatively,  a  mouse  can  be  used  to  move  the  cursor  between  the  various  data 
fields  and  data  buffer  fields,  either  by  placing  the  mouse  cursor  on  the  desired 
data  field,  or  by  dragging  the  scroll  bar  (located  on  the  right  side  of  the  template) 
up  or  down,  or  by  clicking  the  mouse  button  on  the  scroll  arrows  Gocated  at  the 
upper  and  lower  right  side  of  the  template).  Furthermore,  the  page  down  and 
PAGE  UP  keys  will  advance  and  rewind  the  template  one  screen,  respectively 
(provided  that  the  cursor  is  in  a  data  entry  field  and  not  a  data  buffer  field). 
Within  the  data  buffer  fields,  the  page  down  and  page  up  keys  will  advance  and 
rewind  the  cursor  one  window  height  (two  lines),  respectively. 

The  program  GENEDIT  contains  an  on-line  help  utility.  The  help  utility  is 
activated  by  pressing  the  fi  key.  The  help  utility  provides  both  general  instruc¬ 
tions  for  using  the  program  (cursor  movement,  data  entry  modes,  etc.)  and  speci¬ 
fic  instructions  for  data  entry.  Within  the  help  utility,  the  user  can  obtain 
additional  information  on  specific  topics  by  highlighting  (using  either  the  cursor 
keys  or  mouse)  the  text  shown  in  reverse  video  and  pressing  the  enter  key.  To 
exit  the  help  utility,  the  user  must  press  the  Esc  key. 

To  conclude  the  editing  session  (after  completing  the  desired  data  entry  or 
modification),  the  user  must  press  the  Esc  key.  The  program  then  displays  a 
banner,  on  the  PC  monitor,  that  instructs  the  user  to  either  press  the  letter  n  to 
abort  the  session  and  terminate  the  program  without  saving  the  file,  or  to  press 
the  letter  y  to  save  the  file  and  exit  the  program.  If  the  letter  N  is  pressed,  the 
program  terminates  without  saving  the  file  and  the  user  is  returned  either  to  the 
SMS  level  2  menu:  GENESIS  or  to  the  DOS  prompt,  depending  on  how  the 
program  was  initiated.  If  the  letter  y  is  pressed,  however,  the  program  initiates 
numerous  data  quality  checks  on  the  user-provided  entries.  If  errors  are 
detected,  the  program  displays,  on  the  monitor,  each  of  the  specific  data  errors 
and  allows  the  user  to  either  terminate  the  editing  session  by  pressing  the  Esc 
key  or  reenter  the  editor  and  correct  the  detected  errors. 

As  the  user  will  note  (from  the  template),  the  START  ^  xt  file  is  divided  into 
sections  according  to  general  subject.  Gravens,  Kraus,  and  Hanson  (1991)  pro¬ 
vide  step-by-step  instructions  for  preparing  the  START.ext  file  for  input  to 
GENESIS.  Gravens,  Kraus,  and  Hanson  (1991)  should  be  consulted  for  a 
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definition  and  explanation  of  the  input  variables  that  the  user  is  required  to 
specify  in  the  ST ART. ext  file. 


RCPEDIT 

Execution  of  the  program  RCPEDIT.EXE,  like  GENEDIT.EXE,  can  be  initi¬ 
ated  either  from  the  SMS  level  2  menu:  RCPWAVE  or  in  a  stand-alone  mode 
by  issuing  the  command  "\SMS\RCPWAVE\RCPEDIT."  Regardless  of  how 
the  program  is  started,  the  program  first  displays  an  introductory  screen  that 
gives  the  program  name  and  version.  Pressing  any  key  will  dismiss  the  intro¬ 
ductory  screen.  At  this  point,  the  RCPEDIT  editor  screen  is  displayed  on  the 
monitor.  The  editor  screen  is  divided  into  two  areas,  the  Command  Area,  and 
the  Editor  Area.  The  Command  Area  is  further  divided  into  the  file  manipulation 
command  buttons  fiocated  at  the  top  of  the  screen)  and  the  RCPWAVE  input 
record  selection  buttons  Qocated  at  ^e  bottom  of  the  screen).  The  Editor  Area 
is  located  in  the  central  portion  of  the  screen.  Figure  4  is  a  schematic  illustration 
of  the  RCPEDIT  screen. 

The  file  manipulation  command  buttons  are  activated  by  highlighting  the 
desired  button  and  pressing  the  enter  key  or  clicking  the  mouse  button.  The 
command  buttons  can  be  highlighted  using  either  the  cursor  keys  or  a  mouse. 
The  functions  of  the  five  file-manipulation  buttons  are  as  described  in  the 
following  paragraph. 

The  SAVE  button  saves  the  current  input  data  records  listed  in  the  editor 
window  in  a  user-specified  file  name.  TTie  LOAD  button  allows  the  user  to  load 
an  existing  RCPWAVE  input  data  set  into  the  editor  window  for  modification. 
The  EXIT  button  is  used  to  save  the  input  data  set  file  in  the  editor  window  and 
exit  the  program  (terminate  the  editing  session).  The  PRINT  hvXXon  causes  the 
data  in  the  editor  window  to  be  sent  to  the  printer.  The  ABORT  button  termi¬ 
nates  the  editing  session  without  saving  the  data  in  the  editor  window. 

The  format  of  the  RCPWAVE  input  data  set  is  defined  in  Cravens,  Kraus, 
and  Hanson  (1991).  Each  record  (or  line)  in  the  RCPWAVE  input  data  set  is 
divided  into  ten  fields,  each  field  containing  eight  colunuis.  Field  1,  columns 
one  through  eight,  must  contain  a  record  identification  label.  Fields  2-10  contain 
data  that  may  be  real,  integer,  or  character  in  type.  Integers  must  be  right- 
justified.  Real  numbers  must  be  either  right-justifi^  or  contain  a  decimal  point. 
Character  data  entries  do  not  need  to  be  justified.  Array  data,  such  as 
bathymetry,  are  read  (by  the  numerical  model)  with  DO  or  implied  DO  loops. 
No  label  is  required  for  array  data.  However,  a  general  specification  record, 
such  as  BATHSPEC  for  bathymetry  data,  must  precede  the  array.  Use  of  the 
program  RCPEDIT  eliminates  the  need  for  the  user  to  be  concerned  about  the 
various  format  rules  as  they  are  automatically  formatted  by  the  program. 

There  are  a  total  of  ten  different  input  data  records  in  the  RCPWAVE  input 
data  set.  The  input  record  selection  buttons  are  located  at  the  bottom  of  the 
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Figure  4.  Schematic  illustration  of  the  RCPEDIT  screen 

RCPEDIT  screen  (see  Figure  4)  and  are  identified  by  the  record  name  (or  record 
identification  label).  Highlighting  a  record  selection  button  and  pressing  the 
ENTER  key  will  cause  an  input  window  for  the  selected  record  to  pop  up  in  the 
editor  window.  Clicking  the  mouse  button  on  the  record  selection  buttons  will 
also  cause  the  input  window  to  pop  up.  Figures  5  and  6  provide  schematic  illus¬ 
trations  of  the  ten  pop-up  input  windows  for  the  RCPWAVE  input  records.  As 
seen  in  Figures  5  and  6,  the  input  windows  contain  data  entry  fields  for  each  of 
the  input  variables  on  the  input  record.  If  the  variable  has  a  default  value,  the 
data  field  will  initially  contain  the  default  value.  If  an  existing  input  data  set  is 
retrieved  (loaded)  into  the  editor,  the  input  variables  will  contain  the  existing 
values.  The  input  records  shown  in  Figure  5  are  required  for  all  simulations  and 
an  RCPWAVE  input  data  set  can  contain  only  one  of  each  of  these  records.  At 
least  one  WAVCOND  record  (shown  in  Figure  6)  is  also  required  for  all  simula¬ 
tions;  however,  an  input  data  set  may  contain  up  to  ten  WAVCOND  records. 
The  other  input  records  shown  in  Figure  6  are  optional  records  and  are  used  to 
activate  either  a  feature  of  the  model  (such  as  explicit  specification  of  wave 
conditions  on  the  offshore  boundary  through  the  WAVMOD  record,  and  defini¬ 
tion  of  the  nearshore  reference  line  through  the  SAVESPEC  record)  or  to  change 
model  parameters  (CONVERG  record)  or  change  bathymetry  values 
(CHNGBATH  record).  Optional  input  records  (WAVMOD,  CHNGBATH, 
CONVERG,  and  SAVESPEC)  and  WAVCOND  records  can  be  inserted  into  the 
data  set  using  the  record  selection  buttons  located  at  the  bottom  of  the  screen. 
Likewise,  the  required  input  records  can  be  modified  or  changed  using  the  record 
selection  buttons. 
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- FILES  CARD- 

CARDID:  FILES 
FNPRNT; 


•-Variable  deicrlpIlOD — ' 
- GENSPECS  CARD— 


CARDID:  GENSPECS 
TITLE: 

SUNITS: 


•-Variable  descriptlon- 


■GRIDSPEC  CARD- 


CARDID:  GRIDSPEC 
GRTYPE 


GUNITS: 


XCELLS:  ^ 
DX: 


•-Variable  description 


BAIHSPEC  CARD- 


CARDID:  BAIHSPEC 
BUNITS:  mm/A  WDATUM: 


LDAIUM: 

BFORM: 


DLIMIT: 

BNAME: 


^  BSEQ 


•-Variable  description 


■PRWINDOW  CARD- 


CARDID:  PRWINDOW 
WXCELl: 


WYCELl: 


WPRVAR:  I 


•-Variable  description 


WXCEL2: 

WVCEL2;  imum 

mum. 

Figure  5.  Required  RCPWAVE  input  data  cards 
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WAVCOND  CARD 


CARDID:  WAVCOND 

HDEEP:  w/mm 


ZDEEP: 

DIFFR: 

Variable  description 


TDEEP: 

CNTRANG: 


WAVMOD  CARD 


CARDID;  WAVMOD 
HUTILl: 

ZUTILl: 

■Variable  description - 

- C0NVER6 

CARDID:  CONVERG 

HcoNVfi:  mmm 

ITAMAX:  mMm 


Variable  description 


HUTIL2; 

ZUTIL2: 


CARD- 


SCONVR: 

IDIFF: 

DECAY: 


-CHNGBATH  CARD- 


CARDID;  CHNGBATH 
XlINDX:  W///////M 


X2INDX:  w/mm 

Variable  description 


YIINDX: 

Y2INDX: 


eAt/reDT?r»  oxnn 


Variable  description 


Figure  6.  Optional  RCPWAVE  input  data  cards 
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Use  of  the  optional  input  record  WAVMOD  enables  the  user  to  explicitly 
specify  wave  conditions  on  the  offshore  boundary  of  the  computational  grid. 
However,  the  input  data  set  must  contain  one  WAVMOD  record  for  each 
WAVCOND  record.  It  should  be  noted  that  the  first  WAVMOD  record  operates 
on  the  first  WAVCOND  record,  and  the  second  WAVMOD  record  operates  on 
the  second  wave  condition,  and  so  on. 

Within  the  editor  window  (centrally  located  on  the  screen)  input  records  can 
be  added,  deleted,  or  modified.  An  existing  input  record  can  be  deleted  by  high¬ 
lighting  the  record  using  either  the  cursor  keys  or  mouse  and  pressing  the 
DELETE  key.  However,  the  required  records  shown  in  Figure  5  cannot  be 
deleted.  Input  records  can  be  modified  by  highlighting  the  record  and  pressing 
the  ENTER  key.  This  action  causes  the  input  window  to  pop  up  and  from  within 
the  input  window,  the  user  can  change  the  value  (or  specification)  of  any  of  the 
input  variables.  Exiting  a  pop-up  input  window  is  accomplished  by  either  press¬ 
ing  the  ESC  key  or  by  pressing  Ae  enter  key  when  the  cursor  is  located  in  the 
last  data  entry  field.  Input  records  can  be  inserted  into  the  input  data  set  from 
within  the  editor  window  by  pressing  the  insert  key.  This  action  causes  a 
window  containing  the  record  selection  buttons  to  pop  up  within  the  editor 
window.  At  this  point,  the  user  can  select  the  record  he  or  she  wishes  to  insert 
into  the  data  set  by  highlighting  the  appropriate  record  selection  button  using  the 
cursor  keys  and  pressing  the  enter  key  or  by  highlighting  the  button  using  the 
mouse  and  clicking  the  mouse  button.  After  the  user  has  inserted  the  desired 
input  records,  the  window  containing  the  record  selection  buttons  is  dismissed  by 
pressing  the  esc  key. 

The  RCPEDIT  program  contains  an  on-line  help  utility.  The  user  can  access 
the  help  utility  by  pressing  the  Fl  key.  The  information  within  the  help  utility 
provides  the  user  with  instructions  for  using  the  program  (moving  the  cursor, 
editing  input  data  records,  deleting  input  records,  etc.).  The  user  is  referred  to 
Chapter  6  for  an  overview  of  the  numerical  model  RCPWAVE,  and  to  Cravens, 
Kraus,  and  Hanson  (1991)  or  Cialone  (1991)  for  information  on  and  definition 
of  specific  RCPWAVE  input  variables.  Ebersole  (1985)  and  Ebersole,  Cialone, 
and  Prater  (1986)  provide  complete  technical  documentation  of  the  theory, 
assumptions,  and  numerical  algorithms  used  in  RCPWAVE.  Cravens,  Kraus, 
and  Hanson  (1991)  provide  procedural  guidance  for  the  use  of  RCPWAVE  in 
shoreline  change  investigations  where  results  generated  by  RCPWAVE  are  used 
as  input  to  CENESIS. 
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This  chapter  documents  the  two  special-purpose  gr^hics  programs 
(GENGRAF.EXE  and  RCPGRAF.EXE)  and  one  general-purpose  grsyjhics  pro¬ 
gram  (DPLOT.EXE)  included  in  the  SMS.  The  special-purpose  graphics  pro¬ 
grams  were  designed  to  allow  the  user  to  visualize  results  generated  by  the  two 
major  coastal  processes  numerical  models  (GENESIS  and  RCPWAVE)  in  the 
SMS.  The  general-purpose  graphics  program  DPLOT.EXE*  is  included  in  the 
SMS  to  allow  users  to  graphically  display  output  generated  by  many  of  the 
system  support  programs.  The  following  paragraphs  detail  the  usage  and 
capabilities  of  the  graphics  programs  included  in  the  SMS. 


GENGRAF 

The  program  GENGRAF  was  developed  specifically  for  the  visualization  of 
results  generated  by  GENESIS.  GENGRAF  allows  the  user  to  produce  typically 
required  plots  depicting  the  results  of  a  GENESIS  simulation  using  the  standard 
GENESIS  input  and  output  files  as  input.  Execution  of  the  program  GENGRAF 
is  initiated  from  the  SMS  level  2  menu:  GENESIS.  Alternatively,  GENGRAF 
can  be  started  from  the  DOS  prompt  by  issuing  the  command  ”\SM^GENESIS\ 
GENGRAF."  Upon  initiation  of  the  program,  the  SMS  level  3  menu: 
GENESIS-Graphics  menu  screen  is  displayed  on  the  PC  monitor.  Figure  7  pro¬ 
vides  a  schematic  illustration  of  this  menu.  As  seen  in  Figure  7,  three  types  of 
plots  can  be  processed  using  the  options  in  this  menu  screen.  The  Net  Transport 
Rate  option  displays  the  average  annual  net  longshore  sand  transport  rate  com¬ 
puted  at  each  grid  cell  for  the  simulation  period,  together  with  the  mean  annual 
net  longshore  sard  transport  rate  for  the  entire  simulation  reach  (a  straight  line 
average  for  the  reach).  The  Shoreline  Change  option  allows  the  user  to  display 
the  computed  shoi-.'!  ine  change  between  the  final  computed  shoreline  position  and 
the  initial  shoreline  position,  or  the  measured  shoreline  position,  or  an  external 
(user-specified)  shoreline  position  data  file.  The  Shoreline  Positions  option 
enables  the  user  to  plot  the  initial  and  calculated  shoreline  positions,  together 
with  the  specified  coastal  structures  simulated,  including  beach  fills,  seawalls. 


The  program  DPLOT  was  developed  by  David  W.  Hyde,  Structural  Engineer, 
USAE  Waterways  Experiment  Station,  Structures  Laboratory. 
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GENESIS  Data  Visualization  System 
Ver  I.  August  1991 

SMS  Level  3  menu:  GENESIS^Graphics 


Computed  net  transport  rates 

Shoreline  Change  Shoreline  Positions  Exit 


Figure  7.  SMS  Level  3  menu;  GENESIS-Graphics 
(GENESIS  Data  Visualization  System) 


groins,  and  detached  breakwaters.  Additional  shorelines  such  as  the  measured 
shoreline  position,  seaward-most  computed  shoreline  position,  landward-most 
computed  shoreline  position,  intermediate  shoreline  positions  (specified  in  the 
ST  ART. ext  file),  and  external  (user-specified)  shoreline  position  data  files  can 
also  be  displayed.  The  Exit  option  terminates  the  program  GENGRAF,  which 
either  transfers  the  user  to  the  SMS  level  2  menu:  GENESIS,  or  returns  the  user 
to  the  DOS  prompt. 

As  stated  previously,  GENGRAF  uses  the  standard  GENESIS  input  and 
output  files  as  input.  These  files  are  identified  by  their  conunon  file  name  exten¬ 
sion  (listed  here  as  "ext").  Specifically,  the  files  START.ext,  SHORL.ext, 
SHORM.ext,  SHORC.ext,  and  OUTPT.ext  are  used  as  input  by  GENGRAF. 
Since  GENGRAF  identifies  these  files  by  their  filename  extension,  they  must 
reside  in  the  default  directory,  which  means  that  the  user  should  set  default  to  the 
directory  containing  the  data  files  prior  to  starting  either  the  SMS  or  the  program 
GENGRAF  from  the  DOS  prompt.  After  the  user  selects  one  of  the  plot  types 
from  the  initial  menu  screen  (by  highlighting  the  option  using  either  the  cursor 
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keys  or  mouse  and  pressing  the  enter  key  or  clicking  the  mouse  button),  the 
program  requests  that  the  user  enter  the  file  name  extension.  At  this  point,  the 
program  searches  the  default  directory,  opens  the  required  files,  and  reads  the 
data  necessary  to  produce  the  requested  plot.  After  the  requested  graphic  image 
is  displayed  on  the  PC  monitor,  the  user  can  modify  the  plot  using  various 
options  that  are  displayed  along  the  lower  portion  of  the  screen.  To  illustrate  the 
use  of  these  options  and  the  overall  usage  of  the  program  GENGRAF,  an 
example  (GENGRAF)  plotting  session  is  provided  in  the  following  paragraphs. 
The  GENESIS  input  and  output  files  listed  in  Appendix  B  will  provide  the 
example  input  data  set  for  the  plotting  session. 

Example  GENGRAF  plotting  session 

Before  initiating  the  GENGRAF  plotting  session,  the  user  must  set  the  default 
directory  to  the  one  containing  the  GENESIS  input  and  output  data  files.  Then 
the  user  initiates  the  SMS  system  by  issuing  the  command  "\SMS\SMS."  From 
the  SMS  level  1  menu:  Main  the  user  selects  the  GENESIS  option.  Then  the 
program  is  started  by  selecting  the  GENGRAF  option.  At  this  point,  the  PC 
monitor  should  look  similar  to  Figure  7.  To  plot  the  calculated  longshore  sand 
transport  rates,  the  user  selects  (highlights)  the  Net  Transport  Rate  option  and 
then  presses  the  enter  key. 


Net  transport  rate  plot 


After  selection  of  the  Net  Transport  Rate  option,  the  PC  screen  is  cleared  and 
the  program  prompts  the  user  to  input  the  file  name  extension.  For  this  example 
(using  the  files  listed  in  Appendix  B),  the  extension  "EXP"  is  entered.  At  this 
point  a  plot  similar  to  the  one  shown  in  Figure  8  is  displayed  on  the  PC  screen. 
As  shown  in  Figure  8,  there  is  a  menu  bar  containing  ten  options  at  the  bottom 
of  the  screen.  Just  above  the  menu  bar  is  a  one-line  description  of  the  high¬ 
lighted  menu  option.  The  options  and  their  one-line  descriptions  are  as  follows: 


a. 

b. 


c. 

d. 

e. 

f. 

g- 

h. 

j- 


Q  Quit  -  exit  graphics. 

^  read  Y  value(s)  ®  X=?. 

0  screen  Dump  to  printer. 

B  Erase  a  curve. 

L  relocate  Legend. 

C  Change  labels. 

R  Read  X,  Y  data  points  from  a  curve. 
V  list  peak  Values. 

Z  Zoom. 

P  Plotter  functions. 
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Alongshore  Transport  Rates  (thousand  cu  yds) 


Quit  •  exit  graphics 

^@DELC  R  V  2  P 
Figure  8.  Example  net  transport  rate  plot 


As  indicated,  the  Q  option  terminates  the  graphics  subroutine  and  returns  the 
user  to  the  initial  menu  screen  (shown  in  Figure  7).  The  m  option  will  report 
the  Y  values  for  each  curve  displayed  in  the  plot  at  a  user-specified  X  value. 
The  m  option  causes  the  graphic  image  on  the  monitor  to  be  sent  to  the  printer. 
The  B  option  allows  the  user  to  select  and  erase  any  curve  in  the  plot.  The  || 
option  allows  the  user  to  relocate  the  legend  anywhere  on  the  plot.  The  € 
option  allows  the  user  to  change  all  of  the  text  displayed  on  the  plot,  including 
the  legend,  the  X  and  Y  axis  labels,  the  title,  and  also  including  a  toggle  switch 
for  turning  the  date  on  and  off.  The  option  allows  the  user  to  first  select  a 
curve  and  then  as  the  user  moves  the  cursor  along  the  curve  (using  the  cursor 
keys),  the  program  reports  the  X  and  Y  values  at  the  cursor  location.  The  |§ 
option  lists  the  maximum  and  minimum  Y  values,  together  with  the 
corresponding  X  values  for  each  of  the  curves  displayed  on  the  screen.  The  ^ 
option  allows  the  user  to  zoom  in  on  a  user-specified  portion  of  the  graphic 
image.  The  Z  option  is  also  used  to  reset  a  previously  specified  window  (i.e., 
display  the  foil  graphic  image).  The  F  option  allows  the  user  to  download  the 
gr^^hic  image  to  an  HP-compatible  pen  plotter  (or  HP  LaserJet  III  laser  printer) 
or  to  create  an  ASCII  file  containing  the  graphic  image  in  Hewlett  Packard 
Graphics  Language.  In  fact.  Figure  8  was  originally  created  from  within  the 
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SMS  and  then  dumped  to  a  file  using  the  option  and  subsequently  imported 
into  this  document. 


For  this  example,  if  the  user  selects  the  ^  option,  the  program  reports  that 
Curve  1  has  a  minimum  value  of  Y=1  at  X=53  and  a  maximum  value  of 
Y =283  at  X  =  1 .  Likewise,  Curve  2  has  a  minimum  value  of  Y  =  17 1 .9  at  X  =  1 
and  a  maximum  value  of  Y=  171.9  at  X=l. 


Selection  of  the  ||p  option  results  in  the  user  being  transferred  back  to  the 
SMS  level  3  menu:  GENESIS-Graphics  (illustrated  in  Figure  7).  From  this 
screen,  the  user  can  select  the  Shoreline  Change  option  as  discussed  in  the 
following  paragraph. 

Shoreline  change  plot 

After  selection  of  the  Shoreline  Change  option,  a  screen  similar  to  the  one 
shown  in  Figure  9  appears  on  the  PC  monitor.  From  this  screen,  the  user  selects 


GENESIS  Data  Visualization  System 
Ver  1.  August  1991 

SMS  Level  3  menu:  GENESIS-Graphics 


Shoreline  change  from  initial  shoreline  position 
Measured  External 


Figure  9.  Shoreline  change  plot  options  menu 

(GENESIS  Data  Visualization  System) 
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one  of  three  possible  options  for  the  shoreline  change  plot.  If  the  Initial  option 
is  selected,  the  plot  will  reflect  calculated  shoreline  change  from  the  initial  shore¬ 
line  position  to  the  final  calculated  shoreline  position.  If  the  Measured  option  is 
selected,  the  shoreline  change  between  the  measured  shoreline  and  final 
calculated  shoreline  position  will  be  plotted.  Likewise,  selection  of  the  External 
option  will  produce  a  plot  of  the  shoreline  change  between  some  user-specified 
shoreline  file  (GENESIS  SHORE. ext  file  format  is  required)  and  the  fmi  calcu¬ 
lated  shoreline  position.  For  this  example,  the  Initial  option  is  selected  and  (after 
the  file  extension  "EXP"  is  entered)  a  plot  similar  to  the  one  shown  in  Figure  10 
is  displayed  on  the  PC  monitor.  As  shown  in  Figure  10,  the  list  of  options  avail¬ 
able  for  modification  of  the  shoreline  change  plot  is  identical  to  those  available 
for  the  net  transport  rate  plot. 


Selection  of  the  option  results  in  a  prompt  for  entry  of  the  desired  X 
value.  If  the  value  44  is  entered  for  this  example,  the  program  reports  the 
following:  "at  X  =  44.0  ,  Y,  =  300.3,  =  0.0."  Similarly,  the  program  will 

report  Y  values  at  any  X  value  specified  on  subsequent  calls  to  this  option.  The 
dashed  line  (defining  the  line  between  erosion  and  accretion)  shown  in  Figure  10 
can  be  removed  from  the  plot  by  highlighting  the  E  option,  pressing  the  enter 


Quit  -  exit  graphics 
m  @  D  E  L  C 


P 


Figure  10.  Example  shoreline  change  plot 
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key,  and  then  placing  the  cross  hairs  on  the  dashed  line  and  pressing  the  enter 
key  again. 

Shoreline  position  plot 

Selection  of  the  Shoreline  Positions  option  from  the  SMS  level  3  menu: 
GENESIS-Graphics  (Figure  7)  produces  a  plot,  after  entry  of  the  file  extension 
"EXP,”  similar  to  the  one  shown  in  Figure  11.  Note  that  there  are  two  addi¬ 
tional  options  available  below  the  default  shoreline  position  plot  shown  in 
Figure  11.  These  options,  ^  and  I ,  enable  the  user  to  display  additional 
shorelines  available  in  the  GENESIS  output.  Specifically,  the  ^  option  allows 
the  plotting  of  the  Measured  shoreline  position,  the  landward-most  (Minimum) 
calculated  shoreline  position,  the  seaward-most  (Maximum)  calculated  shoreline 
position,  or  any  other  user-specified  (External)  shoreline  position  data  file 
(GENESIS  SHORL.ext  file  format  is  required).  The  |  option  allows  the  user 
to  plot  the  requested  intermediate  shoreline  positions  specified  to  be  saved  in  the 
START.ext  file.  The  intermediate  shorelines  can  be  plotted  in  a  step-by-step 
sequence  by  requesting  the  Step  option,  or  all  at  once  by  requesting  the  All 
option.  As  seen  in  Figure  11,  the  default  plot  includes  the  initial  and  final 


GENESIS  Example  Terminal  Groin  with  Updrift  Detached  Breakwaters 
+— ■  Initial  Shoreline 


Quit  -  exit  graphics 

iiH:  ©DELCRVZPSI 
Figure  1 1 .  Example  shoreline  position  plot 
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calculated  shoreline  positions  and  all  of  the  coastal  structures  simulated  in  the 
modeled  reach.  Other  coastal  structures  that  can  be  plotted  but  were  not  included 
in  this  example  application  are  seawalls  and  non-diffracting  groins.  If  the 
simulation  included  a  beach  fill,  the  longshore  extent  of  the  beach  fill  is  denoted 
in  the  graphic  as  well. 

The  graphic  shown  in  Figure  12  reflects  the  result  obtained  after  the  |  option 
is  selected  to  display  the  five  intermediate  shoreline  positions  requested  in  the 
START.EXP  input  file  and  after  the  i|i  option  was  used  to  window  in  on  the 
shoreline  reach  between  alongshore  coordinates  25  and  70.  After  selecting  the 
Z  option,  the  user  can  request  that  the  complete  graphic  image  be  displayed  or 
that  a  specific  window  within  the  graphic  image  be  displayed  by  defining  the 
upper  right  and  lower  left  comers  of  the  window  using  the  cross  hairs  that  appear 
on  the  screen  when  the  window  option  is  selected. 

The  program  GENGRAF  is  very  flexible  and  can  be  used  to  display  many  dif¬ 
ferent  GENESIS  results.  Up  to  six  different  shoreline  position  curves  can  be 
displayed  and  uniquely  labeled  using  the  Shoreline  Positions  plot.  Average 
annual  net  longshore  sand  transport  rates  can  be  plotted  using  the  Net  Transport 
Rates  plot,  and  the  difference  between  two  shorelines  can  be  plotted  using  the 
Shoreline  Change  plot.  All  of  the  text  within  the  various  default  plots  can  be 
changed  to  satisfy  specific  project  needs  by  using  the  C  option. 


GENESIS  Exaffipie  Terminal  Groin  with  uporifi  Detached  Breatwaters 


Figure  12.  Shoreline  plot  with  intermediate  shoreline  positions  and  zoom  option 
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RCPGRAF 

The  program  RCPGRAF,  like  GENGRAF,  was  specifically  designed  to  utilize 
standard  output  (in  this  case  from  RCPWAVE)  to  create  graphic  images  for  the 
presentation  and  interpretation  of  model  results.  There  are  two  general  types  of 
plots  available  from  RCPGRAF.  These  are  contour  plots  of  information  on  the 
full  two-dimensional  computation  grid,  and  X-Y  plots  of  wave  information  along 
the  nearshore  reference  line  (the  nearshore  wave  information  used  by  GENESIS). 
A  plotting  session  using  the  program  RCPGRAF  can  be  initiated  from  either  the 
SMS  level  2  menu:  RCPWAVE  or  in  a  stand-alone  mode  from  the  DOS  prompt 
by  issuing  the  command  "\SMS\RCPWAVE\  RCPGRAF."  Upon  initiation  of 
the  program,  the  SMS  level  3  menu:  RCPWAVE-Graphics  menu  screen  is  dis¬ 
played  on  the  PC  monitor.  Figure  13  provides  a  schematic  illustration  of  this 
menu.  As  seen  in  Figure  13,  two  types  of  plots  can  be  processed  using  the 
options  in  this  menu  screen.  The  2-D  RCPWAVE  Grid  option  enables  the  user 
to  produce  contour  plots  of  the  water  depth  (bathymetry),  wave  height,  and  wave 


RCPWAVE  Data  Visualization  System 
Ver  1.  August  1991 

SMS  Level  3  menu:  RCPWAVE-Graphics 


View  data  on  2-D  computational  grid 
2-D  RCPWAVE  Grid  Nearshore  Reference  Line  Exit 


Figure  13.  SMS  Level  3  menu:  RCPWAVE-Graphics 
(RCPWAVE  Data  Visualization  System) 
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angle  over  the  full  RCPWAVE  grid.  These  contour  plots  can  be  of  either  the 
isoline  type  or  they  can  be  displayed  in  shaded  contour  levels.  The  Nearshore 
Reference  Line  option  allows  the  user  to  plot  wave  heights  and  angles  along  the 
nearshore  reference  line  (see  Cravens,  Kraus,  and  Hanson  1991),  where  they  will 
be  utilized  as  input  to  GENESIS.  Highlighting  the  Elxit  option  and  pressing  the 
ENTER  key  will  result  in  the  user  being  transferred  back  to  the  SMS  level  2 
menu:  RCPWAVE  or  to  the  DOS  prompt,  depending  on  how  the  program  was 
initiated. 

As  stated  previously,  the  program  RCPGRAF  uses  the  standard  RCPWAVE 
output  tiles  as  input.  Information  for  the  contour  plots  is  obtained  from  the 
output  file  specified  on  the  input  FILES  record  (see  Figure  5).  This  file  name 
(and  the  path  if  the  file  is  not  in  the  default  directory)  must  be  entered  after  the 
2-D  RCPWAVE  Grid  option  is  selected.  Likewise,  data  for  the  X-Y  plots  of 
wave  information  along  the  nearshore  reference  line  are  obtained  from  the  output 
file  specified  on  the  SAVESPEC  record  (see  Figure  6).  This  file  name  (and  the 
path  if  the  file  is  not  in  the  default  directory)  must  be  entered  after  the  Nearshore 
Reference  Line  option  is  selected.  Like  GENGRAF,  after  the  graphic  image  is 
displayed  on  the  PC  monitor,  there  are  various  options  available  to  the  user  for 
modification  or  analysis  of  the  graphically  displayed  data.  To  illustrate  a  few  of 
the  available  options  associated  with  RCPGRAF,  an  example  plotting  session  is 
provided  in  the  following  paragraphs.  The  RCPWAVE  input  and  output  files 
listed  in  Appendix  C  were  used  for  the  example  input  data  set  for  the  plotting 
session. 

Example  RCPGRAF  plotting  session 

This  example  RCPGRAF  plotting  session  is  initiated  from  the  root  directory 
(for  example,  C:\)  by  issuing  the  command  "\SMS\SMS."  From  the  SMS  level 
1  menu:  Main  the  user  selects  the  RCPWAVE  option,  then  the  graphics  program 
is  started  by  selecting  the  RCPGRAF  option.  At  this  point,  the  PC  monitor 
should  look  similar  to  Figure  13.  To  plot  the  bathymetry  over  which  the  input 
wave  conditions  were  transformed,  the  user  selects  (highlights)  the  2-D 
RCPWAVE  Grid  option  and  then  presses  the  enter  key. 

2-D  RCPWAVE  Grid  plot 

After  selection  of  the  2-D  RCPWAVE  Grid  option  the  PC  screen  is  cleared 
and  the  program  prompts  the  user  to  input  the  file  name  (if  the  input  file  is  not 
in  the  default  directory,  the  path  should  be  entered  as  well).  For  this  example 
(assuming  the  files  listed  in  Appendix  C  reside  in  the  directory  C:\SMS\DATA), 
the  following  is  entered:  "\SIVlS\DATA\RCP_OUT."  At  this  point,  a  menu 
similar  to  the  one  shown  in  Figure  14  appears  on  the  PC  monitor.  From  this 
menu,  the  user  selects  the  specific  data  type  that  will  be  plotted  (water  depths, 
wave  heights,  or  wave  angles).  After  the  user  specifies  the  type  of  data  to  be 
plotted  (in  this  example  Depths  is  selected),  the  following  prompt  appears  on  the 
screen; 


(D)isplay,  (P)lotter,  or  (H)PGL  plot  file?  [D] 
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RCPWAVE  Data  Visualization  System 
Ver  1.  August  1991 

SM$  Level  ^  meiHi:  KCiWAVE-Chraphicat 


Plot  water  depths  on  a  2-D  grid 

Angles  Heights  Exit 


Figure  14.  RCPGRAF:  2-D  RCPWAVE  Grid  menu  (data  type  options) 


The  user  then  specifies  the  device  on  which  the  plot  should  be  processed.  By 
default  the  plot  will  be  processed  on  the  PC  monitor  (denoted  by  [D]).  As  an 
alternative  the  plot  could  be  sent  to  the  plotter  by  entering  P  or  to  a  file  by 
entering  H  .  In  this  example  a  D  is  entered.  Next  the  program  prompts  for 
entry  of  the  plot  type  as  follows: 

"  select  1)  contour  lines 

or  2)  shaded  contour  levels  [1]  i  " 

Contour  lines  will  be  plotted  by  default  (denoted  by  [1]),  or  the  user  can  request 
that  the  data  be  displayed  as  a  series  of  shaded  contour  levels.  For  this  example, 
the  contour  lines  are  requested  by  entering  the  value  1.  The  program  then  scans 
the  data  and  reports  the  following  to  the  PC  monitor: 

"  Minimum  value ...  1.000 

Maximum  value ...  38.00 

Enter  number  of  intervals  (24  max),  low  value,  high  value. 

(0,0,0  to  abort) ... 
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For  this  example,  the  values  6,  5, 35  are  entered,  specifying  that  the  plot  should 
contain  six  contour  lines  with  the  shallowest  contour  line  corresponding  to  the 
5-ft'  contour  and  the  deepest  corresponding  to  the  35-ft  contour.  The  resulting 
plot  is  similar  to  the  one  shown  in  Figure  IS.  As  shown  in  Figure  IS,  there  is 
a  menu  bar  containing  four  options  along  the  bottom  of  the  screen.  Directly 
above  the  menu  bar  is  a  one-line  description  of  the  highlighted  menu  option.  The 
options  and  their  one-line  descriptions  are  as  follows: 


a.  Quit  Exit  graphics. 

b.  Read  Find  interpolated  Z,  given  X  and  Y. 

c.  Wirtito  Write  Z  values  for  each,  given  X  and  Y. 


d.  liilili  Send  a  screen  dump  to  graphics  printer. 

The  mi  option  terminates  the  2-D  graphics  subroutine  and  either  returns  the 
user  to  the  SMS  Level  3  menu:  RCPWAVE-Graphics  or  if  the  Write  option  has 
been  activated,  the  user  is  transferred  to  another  menu  screen  where  Ae  selected 


RCPWAVE  DATA  CONTOURS 


WATER  DEPTHS  (ft) 


A  -  5  000 

B  •  1100 

C  •  1700 

D  ■  23,00 

E  -  29.00 

F  .  35  00 


NEARSHORE 
REFERENCE  LINE 


-  breaker  L I NE 


Exit  graphics 

iilHiSi  Read  Write  Print 


Figure  15.  Example  RCPWAVE  contour  plot 


'A  table  of  factors  for  converting  non-SI  units  of  measurement  to  SI  (metric) 
units  is  presented  on  page  vii. 
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data  can  be  plotted  in  an  X-Y  type  format.  The  option  allows  the  user  to 
determine  the  Z  value  (in  this  example,  representing  water  depths)  at  any  speci¬ 
fied  (X,Y)  location.  For  example,  if  the  user  selected  the  iplid  option  and  speci¬ 
fied  an  X  value  of  23,  and  a  Y  value  of  27,  the  program  would  report  on  the 
screen  that  "at  X,Y  =  23.00, 27.00,  Z  =  28.00."  The  Writa  option  enables  the 
user  to  select  specific  transects  across  the  2-D  computational  grid  and  then  after 
exiting  the  2-D  plot,  these  selected  cross-shore  data  can  be  viewed,  plotted  in  an 
X-Y  type  graphic,  or  saved  to  a  user-specified  file  name.  The  user  activates  the 
WltH  option  by  highlighting  the  button  and  pressing  the  enter  key.  At 
this  point,  a  vertical  line  appears  on  the  graphic  image,  the  vertical  line  is  moved 
across  the  graphic  image  using  the  left  and  right  cursor  keys,  and  the  desired 
transects  are  selected  by  pressing  the  space  bar.  This  procedure  was  used  to 
select  transects  at  alongshore  coordinates  8,  19,  and  33  in  Figure  IS.  After  the 
transects  have  been  selected,  the  user  presses  the  enter  key  to  signal  the 
program  that  all  desired  selections  have  been  made.  When  the  user  exits  the  2-D 
graphics  subroutine  (by  selecting  the  option)  a  menu  similar  to  the  one 
shown  in  Figure  16  appears  on  the  monitor.  As  shown  in  Figure  16,  there  are 
four  options  available  in  this  menu.  The  View  option  allows  the  user  to  view  the 


RCPWAVE  Data  Visualization  System 
Ver  1.  August  1991 

SMS;:i«vet  3  menu:  RCPWAVE-Grapfeles 


View  cross-shore  data 

Plot  Rename  Exit 


Figure  16.  RCPWAVE-Graphics:  Write  option  menu 
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numerical  information  (in  this  example,  water  depths)  along  the  selected 
transects.  The  Plot  option  allows  the  user  to  plot  the  data  in  an  X-Y  type  plot. 
The  Rename  option  allows  the  user  to  rename  the  file  containing  the  data  to  a 
unique  user-specified  file  name,  and,  of  course,  the  Exit  option  returns  the  user 
to  the  SMS  level  3  menu:  RCPWAVE-Graphics.  In  this  example,  the  Plot 
option  is  selected  and  a  graphic  image  similar  to  the  one  shown  in  Figure  17 
appears  on  the  screen.  Note  that  the  standard  graphic  options  discussed 
previously  in  the  GENGRAF  example  application  (see  page  22)  are  available  for 
these  cross-shore  transect  plots  as  well. 

Nearshore  reference  line  plot 

After  selection  of  the  Nearshore  Reference  Line  option  from  the  menu  shown 
in  Figure  13,  a  menu  similar  to  the  one  shown  in  Figure  18  appears  on  the  PC 
monitor.  As  indicated  in  Figure  18,  both  wave  heights  and  wave  angles  along 
the  nearshore  reference  line  can  be  plotted.  Wave  information  (wave  height, 
incident  angle,  and  water  depth)  are  saved  on  the  nearshore  reference  line  in  a 
special  output  file  for  subsequent  processing  using  the  programs  WTNSWAV  and 
WTDEPTH,  and  are  subsequently  input  to  the  shoreline  evolution  model 
GENESIS  (Gravens,  Kraus,  and  Hanson  1991). 


OFFSHORE  profiles 


Quit  -  exit  graphics 
iil  @  D  E  L  C 


R  V  Z  P 


Figure  17.  Example  cross-shore  data  plot 
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RCPWAVE  Data  Visualization  System 
Ver  1.  August  1991 

SMSLevet3niemi:  RCPWAVB<inphics 


Plot  nearshore  reference  wave  heights 
Wave  Angles  Exit 


Figure  18.  RCPGRAF:  Nearshore  Reference  Line  menu  (data  type  options) 

After  selection  of  the  desired  option  (in  this  example,  Wave  Heights),  the  PC 
screen  is  cleared  and  the  program  prompts  the  user  to  input  the  file  name  (if  the 
input  file  is  not  in  the  default  directory,  the  path  should  be  entered  as  well).  For 
this  example  (assuming  the  files  listed  in  Appendix  C  reside  in  the  directory 
C:\SMS\DATA,  and  that  the  session  was  initiated  from  the  root  directory  C:\), 
the  following  is  entered:  "\SMS\DATA\RCPEXP.NSR."  Next,  the  program 
prompts  the  user  to  enter  the  number  of  wave  blocks  (the  number  of  alongshore 
RCPWAVE  cells)  in  the  file.  In  this  example,  there  are  36  wave  blocks,  so  the 
value  36  is  entered.  At  this  point,  a  plot  of  the  nearshore  wave  heights  similar 
to  the  one  shown  in  Figure  19  appears  on  the  screen.  Likewise,  if  the  Wave 
Angles  option  had  been  selected,  a  plot  similar  to  the  one  shown  in  Figure  20 
would  be  displayed.  Again,  the  same  ten  plot  modification  options  previously 
discussed  are  available  for  the  modification  of  these  graphic  images. 
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nCPwsvtt  Height  Plot 
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Figure  19.  Example  nearshore  wave  height  plot 

Nearshore  Angle  Plot 
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Quit  -  exit  graphics 
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Figure  20.  Example  nearshore  wave  angle  plot 
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□PLOT 

The  general-purpose  graphics  program  DPLOT  was  developed  by 
Mr.  David  W.  Hyde  (Structural  Engineer,  USAE  Waterways  Experiment 
Station),  and  is  a  comprehensive  X-Y  plotting  program  that  gives  the  user  control 
in  producing  customized  plots.  The  program  is  part  of  the  HGRAPH  graphics 
package  upon  which  most  of  the  Shoreline  Modeling  System  graphics  and  menus 
were  built.  DPLOT  is  simple  to  use  and  has  been  included  in  the  SMS  to 
provide  users  substantial  flexibility  in  operating  the  SMS  as  well  as  to  provide 
a  means  of  graphically  displaying  results  produced  by  many  of  the  system- 
support  programs  discussed  in  Chapter  S.  This  section  will  present  some  of  the 
useful  characteristics  of  the  program  DPLOT  and  provide  an  example 
application;  however,  no  attempt  to  fully  document  the  program  will  be  made. 

DPLOT.EXE,  like  any  of  the  other  programs  included  in  the  SMS,  can  be 
executed  from  within  the  SMS  or  in  a  stand-alone  mode.  To  run  DPLOT  from 
within  the  SMS,  the  user  first  selects  the  Utilities  option  from  the  SMS  level  1 
menu:  Main  (see  Figure  3).  Then  the  SMS  level  2  menu:  Utilities  (shown  in 
Figure  21)  appears  on  the  PC  monitor.  The  Shorelines  and  Waves  options  in 
Figure  21  will  be  discussed  in  Chapter  S.  Selection  of  the  Graphics  option  will 
initiate  execution  of  the  program  DPLOT.EXE.  Execution  of  the  program 
DPLOT.EXE  can  also  be  initiated  by  issuing  the  command  ”\SMS\GRAFICS\ 
DPLOT"  from  the  DOS  prompt.  After  starting  DPLOT,  a  list  of  options  (shown 
in  Figure  22a)  appears  on  the  screen.  The  first  step  is  to  read  the  file  or  files 
containing  the  data  to  be  plotted.  This  is  accomplished  by  highlighting  the 
Get/Save  Data  option,  and  pressing  the  enter  key.  At  this  point,  another  menu 
appears  on  the  screen  (shown  in  Figure  22b).  Next  the  user  selects  the  Read 
data  points  from  a  file  option.  The  user  then  specifies  how  many  files  will  be 
read  and  the  name(s)  of  the  file(s).  Finally,  the  program  prompts  the  user  to 
specify  the  input  data  format.  DPLOT  will  accept  three  types  of  input  data  file 
formats  as  follows: 

Type  1 
npts 

x(l),y(l)  ...  x(npts),y(npts) 

Type  2 
npts 

dx  (assumes  x(l)=0) 

y(l)  ...  y(npts) 

Type  3 
npts 
ny 

x(l),  y(l,l) ...  y(ny,l) 
x(2),  y(l,2)  ...  y(ny,2) 


x(npts),  y(l,npts)  ...  y(ny,npts) 
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Shoreline  Modeling  System 
Ver  I.  August  1991 

SMS  2  motu:  UtUities 


Execute  the  general  purpose  graphics  program  DPLOT 
Shorelines  Waves  Orai^lics  Exit 


Figure  21.  SMS  Level  2  menu:  Utilities 

At  this  point,  the  data  have  been  read  by  the  program  and  the  user  is  returned 
back  to  the  entry  menu  (Figure  22a).  The  next  step  is  to  specify  the  output 
device  (Figure  22c),  and  plot  the  data  by  selecting  the  Plot  option.  The 
following  steps  will  depend  on  the  preference  of  the  user  and  the  type  of  data 
being  plotted,  but  should  involve  labeling  the  axes  and  providing  a  plot  title. 
Other  items  may  include  changing  default  line  types  and  symbols  (Figure  22d). 


Aside  from  the  plotting  capabilities,  the  ability  to  perform  various  DOS 
operations  through  DPLOT  is  very  convenient  (Figure  22e).  It  should  be  noted, 
however,  that  the  Change  directory,  and  New  default  drive  options  are  effective 
only  while  the  program  DPLOT  is  running.  Regardless,  the  ability  to  view  the 
contents  of  a  specific  directory,  list  file  contents,  and  to  exit  temporarily  (shell) 
to  the  DOS  prompt  are  desirable  attributes  of  a  general-purpose  graphics  program 
and  modeling  system.  In  the  following  paragraphs  a  simple  example  plotting 
session  using  DPLOT  is  provided  using  output  files  generate  by  the  SMS  system 
support  programs  SHORLROT  and  CUINTP.  A  listing  of  the  data  files  that  will 
be  plotted  in  the  following  example  application  is  provided  in  Appendix  D. 
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Example  DPLOT  plotting  session 

The  SMS,  in  this  example 
DPLOT  i4>plication,  is  initiated  from 
the  SMS\DATA  suMirectory  where 
the  files  listed  in  Appendix  D 
(82SHO.ROT.  86SHO.ROT, 

82SHO.ISH.  and  86SHO.ISH)  are 
assumed  to  reside.  From  the  SMS 

level  1  menu: _ Main,  shown  in 

Figure  3,  the  Utilities  option  is 
selected.  From  the  SMS  level  2 
menu:  Utilities,  shown  in  Figure 
21,  the  Graphics  option  is  selected, 
and  finally,  the  program 
DPLOT.EXE  is  started. 

At  this  point,  the  options  shown 
in  Figure  22a  are  on  the  PC 
monitor.  The  first  step  is  to  read  in 
the  data.  This  is  accomplished  by 
first  selecting  the  Get/Save  Data 
option,  and  then  selecting  Read  data 
points  from  a  file  from  the  option  list 
shown  in  Figure  22b.  The  program 
DPLOT  then  prompts  the  user  for 
entry  of  the  number  of  input  data 
files  and  for  this  example,  the  value 
2  is  entered.  Next  the  program 
prompts  the  user  for  entry  of  the 
first  data  file  name  and  the  name 
83SHO.ROT  is  entered.  Next,  the 
program  prompts  the  user  to  specify 
the  input  file  format  type.  For  this 
example,  the  value  1  is  entered. 

Output  from  both  SHORLROT  and 
CUINTP  are  of  the  Type  1  format 
accepted  by  DPLOT  and  defined 
above,  llie  program  reads  the 
specified  input  data  file  and  then 
repeats  this  series  of  prompts  for  the 
second  input  data  file.  After  the 
specified  number  of  input  data  files  have  been  read,  the  user  is  returned  to  the 
initial  DPLOT  menu  screen  (Figure  22a).  If  the  user  selects  the  Plot  option,  a 
simple  plot  (without  titles,  axes  labels,  or  legends,  etc.)  of  the  data  is  displayed 
on  the  screen.  At  this  point  the  user  can  formalize  the  graphic  image  by  quitting 
the  plot  (by  pressing  Q  ),  and  selecting  the  Titles,  Label  and/or  the  Scaling, 
Styles,  etc.  options.  For  this  example,  the  Title,  Label  option  was  used  to 
incorporate  a  plot  title,  axes  labels,  and  a  legend,  then  the  Scaling,  Styles,  etc. 
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Get/Save  Data 
Plot 

Installation/Data  Information 
Output  Device 
Scaling,  Styles,  etc. 

Titles,  Label 
DOS  Operation 
Re-size  X,Y  arrays 
Quit 

(a)  Entry  menu 

Read  data  points  from  a  file 
Xchange  (save)  altered  data 
Get/Save  configuration 
Save/Recall  EVERYTHING 
Erase  data  -  restore  defaults 

(b)  Get/Save  Data  menu 

DISPLAY 

PLOTTER 

FILE 

(c)  Output  Device  menu 

Linear  or  logarithmic  scaling 
Box  or  grid  lines 
Marker/Line  styles 
Plotter  Options 
Auto/Manual  plot  scaling 

(d)  Scaling,  Styles,  etc.  menu 

View  current  directory 
Change  directory 
New  default  drive 
List  file  contents 
Shell  (Go  to  DOS) 

(e)  DOS  Operations  menu 


Figure  22.  Selected  DPLOT  menus 
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option  was  used  to  define  the  line  types  and  symbols.  The  resulting  graphic 
image  is  shown  in  Figure  23.  If  the  user  anticipates  producing  several  plots  with 
the  same  basic  format,  DPLOT  has  an  option  that  enables  the  user  to  save  the 
plot  configuration  or  setup  (titles,  labels,  legends,  line  types  and  symbols,  etc.). 
In  order  to  save  the  plot  configuration,  the  user  exits  from  the  plot  mode  (by 
pressing  Q  ),  and  then  selects  the  Get/Save  Data  option.  From  the  Get/Save 
Data  option  menu  the  user  selects  the  GetlSave  configuration  option 
(Figure  22b).  At  this  point,  there  are  two  options  available;  Recall  and  Save. 
By  selecting  the  Save  option  and  entering  a  file  name,  the  program  writes  the  plot 
information  to  the  user-specified  file  name.  The  graphic  shown  in  Figure  24  was 
created  by  reading  the  four  input  files  listed  in  Appendix  D  and  importing  the 
previously  saved  plot  configuration  file  using  the  Recall  option  from  the  Get/Save 
configuration  menu.  However,  the  legend  and  line  and  marker  types  for  the 
interpolated  shoreline  curves  had  to  be  defined  using  the  Title,  Label  and  the 
Scaling,  Styles,  etc.  options. 

All  plots  generated  by  DPLOT  can  be  modified  using  the  18  options  listed  at 
the  bottom  of  the  screen  while  the  graphic  image  is  displayed  on  the  PC  monitor. 
The  available  options  and  their  functions  are  as  follows: 


a.  ^  (Juit  -  exit  graphics. 

b.  read  Y  value(s)  @  X=?. 

c.  m  Average  all  curves. 


Shoreline  Position  Data 


Quit  -  return  to  main  menu 
igi@ACDEFILM 


Longshoro  Distance  (ft) 


PRSTVXYZ 


Figure  23.  Digitized  shoreline  data 
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Cli«|iler4 


Shor^iin*  Position  Oats 


Longthoro  Distance  (ft) 

Quit  -  return  to  main  menu 
£lt@ACDEFILMPRSTVXYZ 

Figure  24.  Digitized  and  interpolated  shorelines 

d.  C  Combine  (add)  records. 

e.  |>  screen  Dump  to  printer. 

f.  E  Erase  a  curve. 

g.  F  curve  Fit  using  least-squares. 

h.  1  Integrate  area  under  curve. 

i.  L  relocate  Legend. 

j.  M  Multiply  y  coordinates  by  a  constant. 

k.  F  label  Points. 

l.  E  Read  X,  Y  data  points  from  a  curve. 

m.  S  Stretch  (multiply  by  a  constant)  x  axis. 

n.  T  Truncate-delete  points  outside  a  range. 

o.  V  list  peak  Values. 

p.  X  add  a  constant  to  X  values. 

q.  y  add  a  constant  to  Y  values. 

r.  Z  Zoom. 
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Four  of  the  GENESIS  system  support  programs  discussed  in  Chapter  S  create 
output  files  specifically  designed  to  allow  visualization  of  the  computed  results 
using  the  program  DPLOT.  These  programs  are  SHORLROT,  CUINTP, 
SEDTRAN,  and  NSTRAN. 
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This  chapter  describes  the  interrelationships  between  and  the  functions  of  12 
data  preparation  and  analysis  programs  included  in  the  SMS.  These  programs 
are  referred  to  as  the  GENESIS  system-support  programs  and  are  fully  docu¬ 
mented  with  multiple  example  applications  in  the  GENESIS  Workbook  (Gravens, 
Kraus,  and  Hanson  1991).  Recommendations  for  the  use  of  the  system-support 
programs  are  provided  herein  by  suggesting  three  broad  analysis  and  data 
preparation  procedures,  which  in  a  general  sense,  outline  the  necessary  stq)s  in 
conducting  a  shoreline  change  study. 

In  shoreline  change  investigations,  where  GENESIS  is  selected  as  the 
engineering  analysis  tool  of  choice,  there  are  two  dominant  physical  data  types 
that  must  be  assembled  for  input  to  the  model.  These  are  shoreline  position  data 
and  wave  data.  Wave  data,  as  utilized  in  GENESIS,  can  be  divided  into  two 
categories:  (a)  time  history  of  of^hore  wave  data;  and  (b)  database  of  nearshore 
wave  information.  In  addition  to  these  fundamental  data  types,  GENESIS 
requires  many  other  project-specific,  physical,  and  model  setup  inputs  as  dis¬ 
cussed  in  Chapter  6.  In  this  chapter,  however,  the  discussion  will  be  limited  to 
the  handling  of  the  basic  data  types  of  shoreline  data  and  offshore  and  nearshore 
wave  information. 

The  shoreline  position  (defined  by  a  single  point  on  the  beach  profile)  and  a 
description  of  its  movement  over  a  specific  time  (as  governed  by  one-line  theory) 
is  the  focus  of  the  GENESIS  model.  Consequently,  the  model  requires  specifica¬ 
tion  of  the  initial  shoreline  at  the  beginning  of  all  simulations.  For  comparison 
purposes,  GENESIS  also  requires  input  of  a  measured  shoreline  position  corres¬ 
ponding  to  the  end  of  the  simulation,  which  is  used  to  compute  a  calibration/ 
verification  error.  Additionally,  if  the  project  reach  of  interest  contains  shore- 
parallel  structures  such  as  seawalls,  revetments,  bulkheads,  or  sea  cliffs  that 
constrain  shoreline  movement,  the  location  and  position  of  these  structures  must 
be  input  to  the  model.  The  preparation  of  these  three  input  data  files,  all  of 
which  are  of  the  shoreline  type,  is  discussed  below  in  Ae  Shoreline  Data 
Analysis  section. 

With  respect  to  offshore  wave  data,  GENESIS  requires  a  time  history  of  wave 
height,  period,  and  incident  wave  angle.  This  time  series  of  offshore  wave  data 
may  be  for  a  specific  period  of  time  spanning  an  interval  over  which  surveys  of 
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shoreline  position  are  available,  typically  desirable  for  model  calibration  and 
verification  simulations.  However,  wave  data  exactly  corresponding  to  a  specific 
project  area  and  spanning  the  required  time  interval  are  rarely  available,  and  in 
these  cases,  a  representative  or  statistically  correct  randomly  generated  time 
history  of  offshore  wave  conditions  is  input  to  GENESIS.  Selection  of  a  repre¬ 
sentative  time  history  of  wave  conditions  is,  of  course,  a  subjective  task,  and  in 
shoreline  change  modeling  the  selected  wave  conditions  will  heavily  influence 
predicted  or  forecast  shoreline  positions.  As  such,  it  is  desirable  to  estimate  the 
range  of  possible  shoreline  positions  or  to  develop  an  envelope  of  shoreline 
evolution.  This  will  require  selection  of  several  extreme  sequences  of  offshore 
wave  conditions.  Consequently,  a  thorough  analysis  and  understanuing  of  avail¬ 
able  offshore  wave  information  is  required.  A  collection  of  five  programs  has 
been  assembled  and  incorporated  in  the  SMS  to  aid  the  engineer  in  this  analysis 
and  preparation  of  offshore  wave  data  for  input  to  GENESIS.  These  programs 
are  discussed  in  the  Analysis  of  Offshore  Wave  Data  section  of  this  chapter. 

GENESIS  can  accept,  as  an  input  option,  specific  nearshore  wave  information 
oriented  in  the  longshore  direction  across  the  project  reach.  Nearshore  wave  data 
are  not  required  but  can  be  used  to  achieve  a  more  refined  estimate  of  the  inci¬ 
dent  wave  climate  in  relatively  shallow  water  before  significant  wave  breaking. 
The  specification  of  nearshore  wave  conditions  in  a  GENESIS  simulation  requires 
not  only  that  output  from  an  external  wave  transformation  model  (such  as 
RCPWAVE)  be  input  to  GENESIS  but  also  that  the  nearshore  wave  data  some¬ 
how  be  keyed  or  linked  to  the  offshore  time  series  of  wave  conditions.  Four  pro¬ 
grams  that  automate  the  task  of  reformatting  the  output  from  RCPWAVE  to  an 
acceptable  format  for  input  to  GENESIS  and  correlating  the  nearshore  wave 
information  to  the  offshore  time  history  of  wave  conditions  are  included  in  the 
SMS  and  are  discussed  in  the  Analysis  of  Nearshore  Wave  Data  section  of 
this  chapter. 


Shoreline  Data  Analysis 

Generally,  the  preparation  of  shoreline  (or  seawall)  position  data  for  input  to 
GENESIS  involves  four  individual  tasks  or  steps.  The  first  task  is  the  initial 
digitization  of  the  shoreline  data,  typically  obtained  from  engineering  drawings, 
or  maps  derived  from  surveys  or  aerial  photography.  The  initial  digitization  of 
shoreline  position  is  usually  carried  out  with  respect  to  some  rectilinear 
(Mercator  projection)  coordinate  system,  such  as  state  plane  coordinates  using 
commonly  available  commercial  hardware  and  software.  The  next  step  is  to  map 
the  digitized  coordinate  system  into  the  required  GENESIS  coordinate  system. 
This  typically  involves  rotation  of  the  coordinate  system  and  translation  of  the 
origin  such  that  the  X-axis  is  oriented  along  the  general  trend  of  the  shoreline 
and  the  Y-axis  is  directed  offshore.  The  program  SHORLROT  is  a  generalized 
program  that  will  automatically  perform  the  coordinate  system  rotation  and  origin 
translation  according  to  user-provided  input  specifications.  Digitized  shoreline 
data  in  a  simple  X-Y  format  are  the  standard  input  to  SHORLROT  in  addition 
to  the  user-provided  inputs  that  are  prompted  for  by  the  program.  The  third  step 
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is  to  obtain  shoreline  positions  (Y-coordinates)  at  uniforntly  spaced  distances 
along  the  project  reach  (X -coordinates).  The  program  CUINTP  performs  this 
step  utilizing  a  cubic  spline  interpolation  algorithm  to  obtain  shoreline  positions 
at  a  user-specified  alongshore  cell  spacing.  Output  from  the  program 
SHORLROT  is  used  as  the  primary  input  data  file  to  the  program  CUINTP.  The 
final  step  in  the  preparation  of  shoreline  position  data  is  the  reformatting  of  the 
shoreline  position  data  to  satisfy  input  format  requirements  for  GENESIS.  A 
GENESIS  shoreline  position  data  file  contains  only  shoreline  position  (Y- 
coordinate)  information  since  the  longshore  cell  spacing  is  constant  and  specified 
elsewhere  in  the  complete  input  data  set.  Furthermore,  all  GENESIS  input  data 
files  have  a  four-line  header  that  typically  contains  general  information 
concerning  the  data  that  follow.  The  program  WTSHO  was  developed  to  accept 
output  generated  by  CUINTP  with  additional  user  specifications  to  create  a 
shoreline  position  data  file  in  the  appropriate  format  for  input  to  GENESIS. 
Figure  2S  provides  a  schematic  illustration  in  the  form  of  a  flowchart  for 
program  usage  in  the  shoreline  data  preparation  procedure. 
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The  shoreline  data  analysis  programs  are  selected  from  the  SMS  level  3  menu: 
Utility-Shorelines  (illustrated  in  Figure  26).  Output  from  the  programs 
SHORLROT  and  CUINTP  is  plotted  using  the  general-purpose  graphics  program 
DPLOT  whereas  output  from  WTSHO  is  plotted  using  the  External  option  of  the 
Shoreline  Positions  plot  in  program  GENGRAF.  Complete  step-by-step  example 
applications  of  the  programs  SHORLROT,  CUINTP,  and  WTSHO  are  provided 
in  Gravens,  Kraus,  and  Hanson  (1991). 

GENESIS  requires  data  (distance  from  the  baseline)  at  each  grid  cell  along  the 
modeled  reach  in  the  seawall  position  file  (SEAWL.ext)  as  \/ell  as  shoreline  posi¬ 
tion  files  (SHORE. ext  and  SHORM.ext).  However,  a  seawall  may  not  be  contin¬ 
uous  along  a  particular  project  reach  that  is  to  be  modeled;  therefore,  the  user 
must  either  edit  the  seawall  position  file  generated  by  WTSHO  and  add  the 
appropriate  position  of  the  seawardmost  effective  seawall  (road  or  parking  lot), 
or  enter  seawall  position  values  of  -9999.  at  grid  cells  where  no  seawall  is 
present. 


Shoreline  Modeling  System 
Ver  1.  August  1991 

SMS  Level  3  mewi;  UtiHty-Shorelin^ 


Execute  SHORLROT  (coordinate  system  rotation  &  origin  translation) 
$IK)IU|ROt  CUINTP  WTSHO  Exit 


Figure  26.  SMS  Level  3  menu;  Utility-Shorelines 
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Analysis  of  Offshore  Wave  Data 

The  procedure  for  analysis  of  offshore  wave  data  presented  herein  assumes 
the  availability  of  a  continuous  time  history  of  wave  height,  period,  and 
direction.  For  most  open  coast  sites  in  the  United  States,  this  type  of  wave 
record  can  be  obtained  from  the  hindcast  estimates  produced  by  the  WIS  data. 
Acquisition  of  the  WIS  data  for  a  particular  site  is  possible  by  accessing  a 
regional  database  using  the  Coastal  Engineering  Data  Retrieval  System  being 
implemented  at  Corps  District  offices,  or  by  written  request  to  the  WIS  staff  at 
CERC.  CEDRS  regional  databases  are  being  developed  at  CERC  under  the 
Coastal  Field  Data  Collection  Program.  The  SMS  programs  require  the  input 
data  files  containing  the  wave  time  series  to  be  of  the  WIS  format  type  or 
reformatted  output  from  one  of  the  GENESIS  system  support  programs. 

The  analysis  of  offshore  wave  data  using  programs  provided  in  the  SMS  can 
take  several  paths  depending  on  the  intent  of  the  analysis  or  investigation.  The 
procedure  outlined  in  Figure  27  attempts  to  illustrate  the  recommended  flow  of 
a  typical  analysis.  The  left  side  of  Figure  27  can  be  followed  to  estimate  a 


WAVE  DATA  ANALYSIS  STAGE  1 
(REGIONAL  ANALYSIS) 


Figure  27.  Offshore  wave  data  analysis  procedure 
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regional  longshore  sediment  budget  in  a  reconnaissance  level  investigation.  The 
analysis  involves  a  WIS  Phase  III  type  spectral  transformation  (WAVETRAN) 
of  the  wave  time  series  to  bring  the  offshore  wave  data  into  the  local  project  area 
and  then  applies  a  simple  potential  longshore  sediment  transport  rate  program 
(SEDTRAN).  This  two-step  procedure  can  be  performed  several  times  in  succes¬ 
sion  to  obtain  an  estimate  of  a  regional  longshore  sediment  transport  rate,  taking 
into  account  all  local  shoreline  orientations  and  shadowing  (or  sheltering)  con¬ 
figurations  as  appropriate. 

Likewise,  the  analysis  can  be  extended  to  include  numerical  shoreline  evolu¬ 
tion  modeling  using  GENESIS  through  the  application  of  three  additional 
programs.  The  end  product  in  this  analysis  proc^ure  will  be  the  preparation  of 
necessary  wave  data  input  for  a  scoping  mode  application  of  GENESIS.  The 
purposes  of  the  three  additional  programs  are:  (a)  to  pre-process  the  hindcast 
wave  estimates  to  identify  those  wave  events  that  are  calm,  propagating  offshore, 
or  are  insignificant  with  respect  to  their  capacity  to  produce  longshore  sediment 
transport  and  impact  expected  shoreline  evolution  (RCRIT),  (b)  to  provide  an 
automated  means  of  compiling  a  specific  time  series  (WTWAVTS),  and  (c)  to 
rewrite  the  wave  time  series  into  the  format  required  for  input  to  GENESIS. 

When  the  offshore  wave  data  analysis  procedure  is  combined  with  the  shore¬ 
line  data  analysis  procedure,  all  the  input  data  files  (except  for  the  START,  ext 
file,  which  is  compiled  using  the  program  GENEDIT  as  described  in  Chapter  3) 
required  to  execute  GENESIS  in  a  scoping  mode  can  be  assembled.  The  off¬ 
shore  wave  data  analysis  programs  may  be  executed  either  in  a  stand-alone  mode 
or  by  selection  from  the  SMS  level  4  menu:  Utilitv-Waves-Offshore  (illustrated 
in  Figure  28).  The  general-purpose  graphics  program  DPLOT  can  be  used  to 
plot  sediment  transport  rates  output  by  the  program  SEDTRAN.  Complete  step- 
by-step  example  applications  of  the  programs  WAVETRAN,  SEDTRAN, 
RCRIT,  WTWAVTS,  and  WTWAVES  are  provided  in  Gravens,  Kraus,  and 
Hanson  (1991). 


Analysis  of  Nearshore  Wave  Data 

The  analysis  of  nearshore  wave  data  procedure  presented  herein  extends  the 
analysis  for  offshore  wave  data.  The  intent  here  is  to  refine  and  improve  the 
description  of  nearshore  wave  conditions  over  the  method  of  simplified  internal 
wave  transformation  contained  within  GENESIS.  This  is  achieved  by  utilizing 
an  external  wave  transformation  model,  which  simulates  the  effect  of  wave 
transformation  over  an  irregular  nearshore  bathymetry.  The  specific  external 
wave  transformation  model  for  which  the  programs  in  this  suggested  analysis 
procedure  have  been  assembled  is  RCPWAVE  (Ebersole,  Cialone,  and  Prater 
1986).  The  refined  description  of  nearshore  wave  conditions  is  realized  in 
nonuniform  wave  height  transformation  coefficients  and  incident  wave  angles 
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Figure  28.  SMS  Level  4  menu:  Utility-Waves-Offshore 

along  the  project  reach.  These  are  the  necessary  data  computed  by  the  external 
wave  transformation  model  (RCPWAVE)  and  required  for  input  by  GENESIS. 
More  specifically,  GENESIS  requires  pre-breaking  wave  height,  angle,  and  water 
depth  alongshore  (the  wave  period  is  also  required,  but  is  obtained  from  the 
offshore  wave  event).  Use  of  an  external  wave  transformation  model  is 
recommended  for  design  mode  applications  of  GENESIS,  and  is  essential  in 
estimating  the  impact  of  excavating  nearshore  borrow  sites  (for  beach  nourish¬ 
ment  purposes)  on  future  shoreline  evolution. 

The  overall  flow  of  the  nearshore  wave  data  analysis  procedure  is  illustrated 
in  Figure  29.  As  indicated  in  Figure  29,  the  nearshore  wave  data  analysis  pro¬ 
cedure  involves  the  application  of  five  programs:  WHEREWAV,  RCPWAVE, 
WTNSWAV,  WTDEPTH,  and  NSTRAN.  Although  RCPWAVE  is  an  integral 
component  of  the  nearshore  wave  data  analysis  procedure,  a  description  of  this 
model  is  deferred  to  Chapter  6  and  this  section  will  concentrate  on  providing  a 
description  of  the  functionality  of  the  programs  WHEREWAV,  WTNSWAV, 
WTDEPTH,  and  NSTRAN. 
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Figure  29.  Nearshore  wave  data  analysis  procedure 


Data  required  at  the  beginning  of  the  nearshore  wave  data  analysis  procedure 
(i.e.,  input  to  WHEREWAV)  are  time  series  of  wave  conditions  corresponding 
to  the  offshore  boundary  of  the  RCPWAVE  bathymetry  grid.  This  time  series 
is  typically  obtained  as  a  result  of  performing  the  offshore  wave  data  analysis 
procedure.  In  other  words,  the  input  time  series  to  WHEREWAV  represents 
wave  data  that  have  been  transformed  from  an  offshore  WIS  hindcast  station  to 
the  average  water  depth  along  the  offshore  boundary  of  the  RCPWAVE 
bathymetry  grid  using  WAVETRAN  and  subsequently  processed  through  the 
program  RCRTT. 

The  program  WHEREWAV  categorizes  wave  events  in  the  input  time  series 
by  wave  period  (referred  to  as  "period  bands”)  and  direction  of  wave  propagation 
(referred  to  as  "angle  bands"),  and  reports  various  statistical  properties  of  each 
of  the  period  and  angle  band  categories.  This  information  is  subsequently  used 
to  define  the  number  of  simulations  required  to  describe  the  transformation  of  the 
offshore  time  series  to  nearshore  wave  conditions.  Considering  that  there  could 
be  as  many  as  2,920  unique  offshore  wave  events  in  a  typical  GENESIS  simula¬ 
tion  using  a  6-hr  time  step  and  a  1 -year-long  offshore  wave  time  series  consisting 
of  two  wave  conditions  (sea  and  swell)  per  time  step,  the  shoreline  modeler  must 
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make  some  assumptions  concerning  nearshore  wave  transformation  and  the 
number  of  simulations  required  to  adequately  describe  the  transformation  of 
offshore  wave  conditions  to  nearshore  conditions.  The  program  WHEREWAV 
was  developed  to  standardize  these  assumptions  based  on  shoreline  change  model¬ 
ing  experience  at  CERC.  At  present,  the  program  WHEREWAV  utilizes  a  total 
of  nine  wave  period  bands  (six  2-sec  wave-period  bands  between  5  and  17  sec, 
one  for  wave  periods  less  than  5  sec,  another  for  wave  periods  between  17  and 
23  sec,  and,  finally,  one  for  wave  periods  greater  than  23  sec).  For  direction  of 
wave  propagation,  the  program  WHEREWAV  utilizes  sixteen  22.5-deg  wide- 
angle  bands  (of  course  waves  can  only  approach  the  shore  from  nine  of  those 
angle  bands).  Therefore,  using  this  classification  system,  there  are  only  81 
unique  angle-period  band  combinations  (nine  period  bands  by  nine  angle  bands) 
for  each  wave  type.  However,  all  81  possible  wave  combinations  rarely  occur 
in  an  actual  offshore  time  series. 

WHEREWAV  input  requirements  beyond  specification  of  the  input  and  output 
file  names  include:  (a)  input  file  format,  (b)  convention  of  wave  angles 
(determined  by  WIS  Phase  type),  and  (c)  shoreline  orientation  with  respect  to 
north.  Output  from  the  program  is  presented  in  a  series  of  tables,  which  include 
for  each  angle  band:  (a)  the  number  of  events  occurring  within  the  angle  band, 
(b)  the  average  wave  angle,  (c)  the  average  wave  height,  and  (d)  the  period  bands 
encountered  within  the  angle  band.  Likewise,  output  for  each  period  band 
includes:  (a)  the  number  of  events  occurring  within  the  period  band,  (b)  the 
average  wave  period,  (c)  the  average  wave  height,  and  (d)  the  angle  bands 
encountered  within  the  period  band.  With  these  tables,  the  shoreline  modeler  can 
both  identify  the  number  of  nearshore  wave  transformation  simulations  required 
and  specify  the  input  wave  conditions  for  each  of  the  simulations. 

At  this  point  in  the  analysis  procedure  (illustrated  in  Figure  29),  the  program 
RCPWAVE  is  utilized  to  perform  the  various  wave  transformation  simulations. 
Use  of  the  program  RCPWAVE  is  discussed  further  in  Chapter  6.  For  the  pur¬ 
pose  of  this  instruction  procedure,  the  reader  should  assume  that  all  of  the 
appropriate  simulations  have  been  performed  and  the  results  are  stored  in  several 
different  output  files  on  the  PC  hard  disk. 

The  next  step  in  the  nearshore  wave  data  analysis  procedure  is  to  translate  the 
results  generat^  by  RCPWAVE  into  input  data  files  for  GENESIS.  As  men¬ 
tioned  previously,  GENESIS  requires  pre-breaking  wave  height,  angle,  and  water 
depth  longshore.  Two  programs  (WTNSWAV  and  WTDEPTH)  were  developed 
and  are  included  in  the  SMS  to  perform  the  required  data  translation  from 
RCPWAVE  output  to  GENESIS  input. 

The  program  WTNSWAV  reads  nearshore  wave  information  (wave  height 
transformation  coefficient  and  direction  of  propagation)  along  the  nearshore 
reference  line  from  an  RCPWAVE  output  file  and  writes  a  nearshore  wave  data¬ 
base  file  (NSW AV. ext)  for  input  to  GENESIS.  The  data  in  the  nearshore  wave 
database  file  consist  of  an  offshore  wave  identification  key  (which  relates  the 
nearshore  wave  data  to  offshore  waves  occurring  from  a  specific  angle-period 
band  combination),  followed  by  a  set  of  nearshore  wave  height  transformation 

51 


Analysis  Procedures 


Chapter  5 


coefficients  and  wave  angles  that  correspond  to  wave  conditions  along  the 
nearshore  reference  line  for  a  specific  RCPWAVE  run.  These  data  are  listed 
sequentially  in  the  NSW AV. ext  file  for  each  of  the  angle-period  band  wave  con¬ 
ditions  transformed  using  RCPWAVE.  In  compiling  the  NSWAV.ext  file  using 
the  program  WTNSWAV,  several  different  RCPWAVE  output  files  can  be  pro¬ 
cessed  in  a  single  WTNSWAV  session. 

The  program  WTDEPTH  reads  water  depth  information  (along  the  nearshore 
reference  line)  from  an  RCPWAVE  output  file  and  writes  a  DEPTH. ext  file  for 
input  to  GENESIS.  The  data  in  the  DEPTH. ext  file  specify  the  water  depths 
along  the  nearshore  reference  line  where  the  nearshore  wave  data  were  sav^. 

The  final  step  in  the  proposed  nearshore  wave  data  analysis  procedure  consists 
of  computing  potential  longshore  sand  transport  rates  using  the  nearshore  wave 
information.  The  program  NSTRAN  performs  this  task  using  an  offshore  time 
series,  the  nearshore  wave  database,  and  the  nearshore  reference  water  depths  as 
input.  A  by-product  of  performing  this  task  is  a  quality  check  on  the  nearshore 
wave  database,  in  that  the  procedure  for  relating  nearshore  wave  conditions  to 
the  offshore  wave  time  series  in  NSTRAN  is  identical  to  that  used  in  GENESIS. 
Output  from  the  program  NSTRAN  can  be  used  to  estimate  a  local  (project-level) 
potential  longshore  sand  transport  sediment  budget.  As  input,  the  program 
NSTRAN  requires;  (a)  an  offshore  wave  time  series  generate  by  the  program 
WTWAVES,  (b)  a  nearshore  wave  database  generated  by  the  program 
WTNSWAV,  and  (c)  a  file  containing  the  nearshore  reference  water  depths 
generated  by  the  program  WTDEPTH.  These  three  input  files,  together  with 
user-specifi^  input  of  the  offshore  wave  time  series  time  step,  and  number  of 
events  per  time  step,  provide  the  necessary  input  for  the  computations  to 
proceed. 

To  execute  GENESIS  in  a  design  mode,  the  nearshore  wave  data  analysis 
procedure  is  combined  with  the  offshore  data  analysis  procedure.  Then  all  of  the 
input  data  files  (except  for  the  START.ext  file,  which  is  compiled  using  the 
GENEDIT  program  described  in  Chapter  3)  can  be  assembled.  The  nearshore 
wave  data  analysis  programs  may  be  executed  either  in  a  stand-alone  mode  or  by 
selection  from  the  SMS  level  4  menu:  Utilitv-Waves-Nearshore  (illustrated  in 
Figure  30).  The  general-purpose  graphics  program  DPLOT  can  be  used  to  plot 
sediment  transport  rates  output  by  the  program  NSTRAN.  Complete  step-by-step 
example  applications  of  the  programs  WHEREWAV,  WTNSWAV,  WTDEPTH, 
and  NSTRAN  are  provided  in  Gravens,  Kraus,  and  Hanson  (1991). 
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This  chapter  provides  an  overview  of  the  two  major  coastal  processes 
numerical  models  (GENESIS  and  RCPWAVE)  included  in  the  SMS.  The  appli¬ 
cation  of  these  two  programs  at  project  sites  throughout  the  Corps  by  field 
engineers  provided  the  impetus  for  the  development  of  the  SMS.  lliis  ch^ter 
will  review  recommended  techniques  and  procedures  for  the  use  of  these 
numerical  models  in  the  refinement  and  evaluation  of  proposed  design  alter¬ 
natives  as  well  as  the  intended  role  of  the  models  in  gener^  coastal  processes 
investigations.  Detailed  documentation  of  the  shoreline  change  model  GENESIS 
has  been  provided  by  Hanson  (1987),  Hanson  and  Kraus  (1989),  and  Gravens, 
Kraus,  and  Hanson  (1991).  Detailed  documentation  of  the  nearshore  wave  trans¬ 
formation  model  RCPWAVE  is  available  in  Ebersole  (1985)  and  Ebersole, 
Cialone,  and  Prater  (1986). 


GENESIS 

The  acronym  GENESIS  stands  for  GENEralized  model  for  Simulating  Shore¬ 
line  change.  The  model,  since  its  development,  has  evolved  into  a  flexible  and 
efficient  engineering  tool  for  simulating  long-term  shoreline  change  on  a  regional 
scale,  with  emphasis  on  the  influence  of  engineering  activities  (such  as  beach 
nourishment  and  coastal  structures)  on  shoreline  evolution.  The  model  is  particu¬ 
larly  suited  for  tasks  involving  the  analysis  and  evaluation  of  coastal  projects  with 
regard  to  the  long-term  fate  of  beach  fills,  feeder  beaches,  renourishment  cycles, 
and  coastal  structures  designed  to  enhance  the  longevity  of  placed  beach  fill 
material.  Operation  of  the  GENESIS  model  requires  preparation  of  up  to  seven 
input  data  files.  These  input  data  streams  include  model  setup  specifications 
(spatial  and  temporal  ranges  of  the  simulation,  and  model  calibration  parameters), 
project  reach  specification  (including  boundary  conditions,  coastal  structures,  and 
beach  fill  configurations  within  the  project  reach),  shoreline  position  data,  and 
wave  information  from  which  longshore  sand  transport  rates  are  calculated  to 
compute  shoreline  change. 

Preparation  and  analysis  of  the  input  and  output  data  streams  occupy  a  sub¬ 
stantial  portion,  perhaps  a  majority,  of  the  time  spent  on  a  GENESIS  project. 
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This  aspect  of  the  modeling  process  cannot  be  overemphasized  for  two  major 
reasons; 


The  data  organization  and  analysis  process  itself  forms  the  first 
(and  necessary)  level  in  understanding  coasted  processes  at  the 
projea  site. 

The  simulation  results  must  be  interpreted  within  the  context  of 
regional  and  local  coastal  processes,  and  the  natural  variability 
of  the  coastal  system. 

Preparation  of  the  data  streams  needed  to  run  GENESIS  and  interpretation  of 
simulation  results  form  the  core  of  the  process  of  concq)tualizing  a  project.  The 
degree  of  success  in  a  shoreline  change  modeling  effort,  to  a  large  extent, 
depends  on  preparation  and  analysis  of  the  input  data. 

Figure  31  shows  the  input  and  output  file  structure  of  GENESIS.  The  file 
names  on  the  left  side  of  the  figure  represent  input  files  and  those  on  the  right 
represent  output  files.  The  four  input  files  outlined  with  solid  borders  are 
required  for  all  model  simulations,  whereas  those  with  the  open-line  borders  are 
required  only  if  a  seawall  is  to  be  modeled  (SEAWL.ext)  or  if  nearshore  wave 
information  is  to  be  utilized  by  the  model  (NSW AV. ext  and  DEPTH. ext).  Those 
files  that  have  a  "G"  adjacent  to  their  border  provide  input  to  the  special-purpose 
graphics  program  GENGRAF  discussed  in  Chapter  4.  The  file-naming  conven¬ 
tion  utilized  by  GENESIS  is  strict  in  that  the  file  names  shown  in  capital  letters 


Figure  31.  Input  and  output  file  structure  of  GENESIS 
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are  mandatory,  whereas  the  file  extension  denoted  by  "ext"  in  the  figure  is  left 
for  user  specification.  The  file  name  extension  for  a  given  input  data  set  must 
be  the  same  for  all  input  files  in  the  data  set  and  is  used  to  identify  specific 
model  simulations  (GENESIS  prompts  the  user  for  the  input  file  extension  upon 
execution).  Output  files  will  be  assigned  the  same  file  name  extension  as  the 
input  data  files.  The  primary  input  data  file,  START.ext,  may  be  compiled  using 
the  special-purpose  file  editor  GENEDIT  discussed  in  Chapter  3.  The  shoreline- 
type  data  files  (SHORE. ext,  SHORM.ext,  and  SEAWL.ext)  are  generated  as  a 
result  of  the  shoreline  data  analysis  procedure  presented  in  Chapter  S.  The 
offshore  wave  time  series  file,  WAVES. ext,  is  created  as  a  result  of  the  offshore 
wave  data  analysis  procedure  discussed  in  Chapter  S.  The  two  input  data  files 
that  provide  specification  of  nearshore  wave  conditions  (NSWAV.ext  and 
DEPTH. ext)  are  compiled  by  the  nearshore  wave  data  analysis  procedure  also 
presented  in  Chapter  S.  Therefore,  all  of  the  required  input  data  files  can  be 
compiled  and  analyzed  using  various  components  of  the  SMS.  Also,  output 
generated  by  GENESIS  can  be  visualized  from  within  the  SMS  using  the  pro¬ 
gram  GENGRAF.  What  the  SMS  cannot  do  for  the  user  is  enforce  proper 
operation  of  numerical  model  GENESIS  or  provide  an  engineering  interpretation 
of  model  results.  This  is  the  responsibility  of  the  user  and  requires  engineering 
judgement  and  knowledge  of  standard  procedures  in  the  application  of  the  model. 
The  remainder  of  this  section  reviews  standard  procedures  in  the  application  of 
GENESIS  and  suggests  techniques  for  engineering  interpretation  of  model  results. 

Calibration  and  verification  procedures 

Before  GENESIS  can  be  used  to  quantitatively  estimate  shoreline  change  or 
predict  the  performance  of  a  proposed  shore-protection  project  at  a  project  reach, 
the  capability  of  the  model  to  provide  reliable  estimates  of  shoreline  evolution  at 
the  site  must  be  demonstrated.  Demonstration  of  this  capability  is  realized 
through  model  calibration  and  verification.  Calibration  refers  to  the  procedure 
of  reproducing  with  GENESIS  the  changes  in  shoreline  position  that  were  mea¬ 
sured  over  a  certain  time  interval,  and  involves  determining  specific  values  of 
adjustable  input  coefficients  that  control  the  magnitude  and  rate  of  shoreline 
change  within  GENESIS.  Verification  refers  to  the  procedure  of  applying  the 
model  with  the  coefficient  values  determined  in  the  calibration  to  reproduce 
changes  measured  over  a  time  interval  different  from  the  calibration  interval. 
Successful  verification  is  taken  to  indicate  that  model  predictions  are  independent 
of  the  simulation  interval.  If  major  physical  or  engineering  changes  occur  within 
the  verification  period,  such  as  extension  of  a  jetty  or  placement  of  fill,  these 
changes  are  incorporated  in  the  simulation.  Recognizing  that  the  purpose  of 
GENESIS  is  to  evaluate  long-term  shoreline  change  implies  that  the  calibration 
and  verification  intervals  must  represent  a  long  period  of  time  with  respect  to 
longshore  sand  transport  processes  on  the  project  coast.  In  other  words,  the  cali¬ 
bration  and  verification  intervals  should  be  on  the  order  of  1  year  long,  or 
longer,  and  should  also  begin  and  end  in  the  same  season.  Preferably,  the 
verification  interval  would  be  of  the  same  duration  as  the  anticipated  forecasts. 
Assuming  that  tl»e  verification  interval  will  begin  with  completion  of  the  calibra¬ 
tion  interval,  a  minimum  of  three  measured  shoreline  position  data  sets  are 
required  to  perform  the  calibration  and  verification  procedure.  In  the  selection 
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of  calibration  and  verification  intervals  one  should  avoid,  if  possible,  intervals 
that  contain  anomalous  environmental  conditions  or  shoreline  change  (e.g., 
extremely  severe  storm  events,  periods  of  prolonged  reversal  in  the  dominant  net 
sand  transport  direction,  etc.)-  Also,  because  GENESIS  only  predicts  shoreline 
change  resulting  from  gradients  in  the  longshore  sand  transport  rate,  the  calibra¬ 
tion  and  verification  intervals  should  begin  and  end  in  the  same  season.  This  is 
important  because  at  many  beaches  seasonal  variation  in  shoreline  position  can 
exceed  the  annual  or  long-term  shoreline  change. 

In  practice,  data  sets  sufficiently  complete  to  perform  a  rigorous  calibration 
and  verification  are  rare.  Typically,  wave  data  are  not  available  for  the  time 
intervals  between  measured  shoreline  positions,  and  unambiguous  complete  data 
on  historical  shoreline  change  are  often  unavailable.  Lack  of  complete  physical 
data  sets  in  the  modeling  process  introduces  additional  unknowns  and  reduces  the 
reliability  of  model  forecasts.  This  is  not  to  say  that  the  usefulness  of  the  model 
is  negat^  by  incomplete  data  sets,  but,  rather,  that  in  these  situations  the  degree 
of  certainty  associated  with  the  model  forecast  is  reduced  and  one  must  rely  more 
on  coastal  experience,  knowledge  of  local  coastal  processes,  and  experience  with 
the  GENESIS  model  to  estimate  values  for  the  input  parameters  and  to  interpret 
calculated  results. 

Model  predictions  are  readily  compared  using  the  special-purpose  graphics 
program  GENGRAF  (see  Chapter  3).  Plots  of  predicted  and  measured  shoreline 
positions  can  be  displayed  easily  using  the  Shoreline  Positions  option  of  the 
GENGRAF  program.  The  difference  between  the  calculated  and  measured 
shoreline  positions  can  be  displayed  using  the  Shoreline  Change  option. 
GENESIS  also  provides  a  mathematically  based  value  called  the  "Calibration/ 
Verification  Error,"  which  gives  an  objective  measure  of  "goodness  of  fit."  The 
Calibration/Verification  Error  is  the  average  absolute  difference  between  calcu¬ 
lated  and  measured  shoreline  positions  at  each  model  grid  point.  However,  a 
mathematically  based  criterion  should  always  be  checked  by  visual  inspection  of 
the  shoreline  position,  since  in  some  instances  it  may  be  more  important  to  repro¬ 
duce  as  accurately  as  possible  shoreline  change  along  what  are  considered  sensi¬ 
tive  portions  of  the  beach  at  the  expense  of  good  average  agreement  for  the  entire 
modeled  reach. 

Although  the  prediction  of  long-term  shoreline  change  is  the  principal  aim  of 
GENESIS,  it  is  important  to  monitor  gross  and  net  longshore  sand  transport  rates 
along  the  project  reach  to  ensure  that  correct  magnitude  of  transport  is  being 
calculated.  Remember  that  shoreline  change  (as  computed  within  GENESIS)  is 
the  result  of  gradients  in  the  net  longshore  transport  rate  and,  consequently,  a 
specific  rate  of  shoreline  change  can  be  achieved  with  vastly  different  net  trans¬ 
port  rates. 

In  the  end,  once  GENESIS  has  been  sufficiently  calibrated  and  verified  (the 
best  possible  agreement  between  calculated  and  measured  shoreline  positions  has 
been  achieved^  the  modeler  should  scrutinize  the  results  noting  the  relative 
performance  of  the  model  along  various  model  reaches.  The  intent  here  is  to 
identify  and  internalize  regions  of  similar  model  performance  for  use  in  inter- 
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preting  model  results.  For  instance,  if  the  GENESIS  model  overpredicted  shore¬ 
line  erosion  in  a  specific  region  along  the  modeled  reach  in  both  the  calibration 
and  verification  simulations,  the  modeler  can  expect  the  model  to  continue  to 
overpredict  shoreline  erosion  in  this  region  in  subsequent  project  simulations. 
Model  performance  during  the  calibration  and  verification  simulations  is  critical 
information  that  the  modeler  should  utilize  in  interpreting  subsequent  model 
results.  Gravens,  Scheffner,  and  Hubertz  (1989)  introduced  a  verification 
variability  range  that  is  numerically  equal  to  the  difference  between  the  surveyed 
shoreline  change  and  the  calculated  shoreline  change  over  the  verification 
simulation  interval.  This  range  was  subsequently  superimposed  on  predicted 
shoreline  positions  for  project  simulations  to  provide  a  quantified  estimate  of 
potential  variation  about  predicted  shoreline  positions  (a  sort  of  correction  based 
on  model  performance  during  the  verification  simulation).  In  simple  terms,  the 
modeler  cannot  expect  the  model  to  perform  better  during  project  simulations 
than  it  did  for  the  calibration  and  verification  intervals. 

The  shoreline  change  modeler  should  always  keep  in  mind  that  a  forecast 
shoreline  position  computed  using  a  deterministic  numerical  model  such  as 
GENESIS  represents  only  a  single  potential  solution,  and  that  this  one  result  is 
a  representative  result  that  has  been  smoothed  over  a  large  number  of  unknown 
and  highly  variable  conditions.  The  modeler  should  also  strive  to  provide  not 
only  a  single  result  but  to  establish  a  range  of  potential  results. 

Sensitivity  testing 

Another  procedure  for  estimating  a  range  of  potential  shoreline  positions  at 
some  future  date  may  be  obtained  by  performing  what  is  known  as  sensitivity 
testing.  Sensitivity  testing  refers  to  the  process  of  examining  changes  in  model 
forecasts  resulting  from  intentional  changes  in  the  model  input.  If  large  varia¬ 
tions  in  model  predictions  are  produced  by  small  changes  in  the  input,  calculated 
results  will  depend  greatly  on  the  quality  (accuracy)  of  the  input.  The  intent  of 
sensitivity  testing  is  to  obtain  a  quantitative  estimate  on  how  much  variation  can 
be  expected  about  a  given  forecast.  In  the  START.ext  file,  GENESIS  allows  the 
user  to  systematically  modify  input  wave  conditions  (both  wave  heights  and  wave 
angles)  in  order  to  easily  perform  sensitivity  tests.  Experience  has  shown  that 
GENESIS  is  usually  insensitive  to  small  changes  in  parameter  values  and  typi¬ 
cally  more  sensitive  to  input  wave  conditions.  Consequently,  the  modeler  may 
choose  to  investigate  the  sensitivity  of  predicted  shoreline  changes  resulting  from 
performing  a  given  simulation  several  times  using  a  different  offshore  input  time 
series  for  each  successive  simulation.  By  performing  the  offshore  wave  data 
analysis  procedure,  the  modeler  can  easily  identify  and  compile  multiple  input 
time  series,  each  containing  desirable  characteristics  for  use  in  these  simulations. 

Interpretation  of  model  results 

Shoreline  change  forecasts  should  always  be  checked  for  general  reasonability. 
For  instance,  predicted  longshore  sand  transport  rates  should  agree  favorably 
with  the  regional  and  local  sediment  budget  (as  obtained  from  the  offshore  and 
nearshore  wave  data  analysis  procedures).  The  overall  trend  of  shoreline  evolu- 
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tion  should  not  deviate  significantly  from  that  observed  in  recent  shoreline  sur¬ 
veys  or  aerial  photographs.  While  interpreting  model  results,  the  modeler  should 
always  be  aware  that  a  one-dimensional  (1-D)  numerical  model  was  used  to 
predict  shoreline  change  which,  in  nature,  is  governed  by  nonlinear  processes, 
many  of  which  are  represented  in  GENESIS.  However,  as  much  as  possible, 
experience  should  be  called  upon  to  evaluate  the  correctness  of  results  and  to 
comprehend  the  trends  in  shoreline  change  produced. 

The  most  powerful  characteristic  of  a  time-dependent  predictive  shoreline 
change  model  such  as  GENESIS  is  in  the  objective  comparison  of  multiple  pro¬ 
posed  design  alternatives.  GENESIS  can  be  utilized  to  efficiently  evaluate  the 
relative  performance  of  widely  varying  design  alternatives.  Although  the  abso¬ 
lute  magnitude  of  shoreline  change  in  some  instances  may  be  questionable,  the 
relative  performance  of  a  particular  design  alternative  as  compared  to  another 
oftentimes  is  very  apparent.  When  GENESIS  is  used  to  evaluate  absolute  shore¬ 
line  change  or  volumetric  requirements  (such  as  in  the  case  of  quantifying  beach 
fill  renourishment  intervals),  the  modeler  should  always  qualify  the  forecasted 
estimates  b^sed  on  model  performance  in  the  calibration  and  verification 
simulations. 


RCPWAVE 

The  acronym  RCPWAVE  stands  for  Regional  Coastal  Processes  WAVE 
propagation  model.  RCPWAVE  can  be  used  to  predict  linear,  plane  wave  propa¬ 
gation  over  a  regional  area  of  arbitrary  bathymetry.  RCPWAVE  was  developed 
by  Ebersole  (1985)  and  documented  by  Ebersole,  Cialone,  and  Prater  (1986),  and 
its  use  is  recommended  for  design  mode  applications  of  GENESIS.  As  stated 
previously,  GENESIS  will  accept  as  input  two  types  of  wave  information.  At  a 
minimum,  GENESIS  requires  input  of  an  offshore  time  series  of  wave  height, 
period,  and  angle.  Additional  nearshore  wave  information  (nearshore  wave 
height  and  angle  at  specific  nonuniform  nearshore  water  depths)  along  the  project 
reach  can  be  input  to  the  model  as  an  option.  Ultimately,  GENESIS  calculates 
breaking  wave  conditions  along  the  simulated  reach  from  which  longshore  sand 
transport  rates  are  estimated  and  shoreline  change  is  subsequently  calculated. 
Without  specification  of  nearshore  wave  conditions,  GENESIS  will  utilize  an 
internal  wave  transformation  model  (based  on  simplified  assumptions  of  straight 
and  parallel  bathymetric  contours)  to  estimate  breaking  wave  conditions  from  the 
offshore  time  series.  Conversely,  if  nearshore  wave  conditions  just  prior  to 
breaking  are  provided  as  input  to  GENESIS,  a  more  accurate  assessment  of  wave 
transformation  over  the  nearshore  zone  can  be  taken  into  account  in  the  estimates 
of  breaking  wave  conditions. 

The  governing  equations  solved  in  RCPWAVE  are  a  modified  form  of  the 
"mild  slope"  equation  for  linear,  monochromatic  waves,  and  the  equation  specify¬ 
ing  irrotationality  of  the  wave  phase  function  gradient.  Finite-difference 
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approximations  of  these  equations  are  solved  to  predict  wave  propagation  outside 
the  surf  zone.  Solution  of  the  finite-difference  expressions  of  the  governing 
equations  is  performed  on  a  rectilinear  computational  grid.  For  technical  details 
of  the  numerical  solution  scheme  and  its  implementation,  the  references  provided 
above  should  be  consulted,  as  only  an  overview  of  the  model  is  given  herein. 
However,  one  technical  point  of  importance  is  the  computational  stability  of  the 
RCPWAVE  solution  scheme  and  the  implications  it  has  in  the  use  of  RCPWAVE 
together  with  GENESIS. 

RCPWAVE  computational  stability 

RCPWAVE  may  become  unstable  for  input  wave  conditions  with  extremely 
oblique  incident  wave  angles.  Consequently,  comments  concerning  the  computa- 
tioni  stability  of  RCPWAVE  are  in  order. 

In  RCPWAVE,  the  aspect  ratio  (Ay/Ax,  where  Ay  is  the  grid  cell  size  in  the 
longshore  direction  and  Ax  is  the  grid  cell  size  in  the  offshore  direction)  of  the 
computational  grid  plays  an  important  role  in  determining  the  computational 
stability  of  the  numerical  solution  scheme.  It  has  been  empirically  determined 
that  the  maximum  allowable  wave  angle  (in  a  given  grid  cell)  may  be  approxi¬ 
mated  as  the  inverse  tangent  of  the  ratio  Ay/Ax.  Therefore,  larger  wave  angles 
can  be  resolved  by  the  model  as  this  ratio  increases.  For  example,  for 
Ay/ Ax  =  1,  the  maximum  local  wave  angle  is  approximately  45  deg,  and  for 
Ay /Ax  =  3,  the  maximum  local  wave  angle  is  approximately  71  deg.  However, 
increasing  the  Ay  dimension  for  a  specific  shoreline  reach  will  decrease  the 
number  of  discrete  nearshore  wave  data  points  available  for  input  to  GENESIS, 
so  there  is  a  trade-off  between  the  ability  to  resolve  the  transformation  of 
extremely  oblique  wave  conditions  in  RCPWAVE  and  the  resolution  of  nearshore 
wave  conditions  in  GENESIS.  For  shoreline  change  modeling  efforts,  an 
RCPWAVE  computational  grid  aspect  ratio  between  2  and  3  is  recommended. 

Coordinate  system  conventions 

To  relate  output  from  one  numerical  model  (RCPWAVE)  to  another 
(GENESIS),  it  is  necessary  to  identify  (and  understand)  the  coordinate  systems 
and  conventions  used  in  each.  Figure  32  provides  an  illustration  of  the  coordi¬ 
nate  system  and  conventions  used  in  GENESIS  and  RCPWAVE. 

The  conventions  for  describing  direction  of  wave  propagation  (wave  angle) 
in  GENESIS  and  RCPWAVE  are  identical.  However,  as  seen  in  Figure  32,  the 
location  of  the  origin  in  the  RCPWAVE  coordinate  system  is  at  the  landward 
left-hand  side  of  the  project  reach  (with  the  Y-axis  extending  alongshore  and  the 
X-axis  extending  offshore),  whereas  the  location  of  the  origin  in  the  GENESIS 
coordinate  system  is  at  the  landward  right-hand  side  of  the  project  reach  (with  the 
X-axis  extending  alongshore  and  Y-axis  extending  offshore).  This  difference  in 
coordinate  systems  between  RCPWAVE  and  GENESIS  requires  end-for-end 
swapping  of  wave  and  water  depth  data  in  the  alongshore  direction.  As  shown 
in  Figure  32,  the  alongshore  cell  spacing  of  the  RCPWAVE  computational  grid 
is  often  coarser  than  the  GENESIS  alongshore  grid.  The  necessary  interpolations 
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Figure  32.  RCPWAVE  and  GENESIS  coordinate  systems  and  conventions 

are  performed  within  GENESIS,  with  the  requirement  that  the  RCPWAVE  cell 
spacing  be  a  constant  multiple  of  the  GENESIS  cell  spacing. 

Furthermore,  because  GENESIS  is  a  1-D  model,  the  offshore  cell  spacing  in 
the  RCPWAVE  grid  does  not  enter  within  the  context  of  shoreline  change 
modeling  using  GENESIS.  The  offshore  location  of  the  nearshore  wave 
conditions  in  GENESIS  is  determined  by  the  water  depth  at  which  the  data  were 
sav^. 

Wave  transformation  techniques 

RCPWAVE  provides  a  steady-state  solution  of  the  wave  field  over  the 
RCPWAVE  computational  grid.  The  wave  height  and  angle  at  each  grid  cell 
along  the  nearshore  reference  line  depend  on  the  water  depth  (a  constant)  and  the 
offshore  wave  height,  period,  and  angle.  Because  RCPWAVE  is  based  on  mono¬ 
chromatic  wave  theory,  the  equations  governing  wave  refraction  and  shoaling  do 
not  depend  on  wave  height,  and  nearshore  wave  transformation  simulations  can 
be  performed  using  a  unit  wave  height  as  the  offshore  input,  leaving  only  two 
independent  variables  (offshore  wave  period  and  wave  angle).  Therefore,  if  the 
time  series  of  offshore  wave  conditions  is  categorized  into  wave  angle  bands  and 
period  bands  (with  a  resolution  such  that  the  difference  in  the  transformation  of 
wave  events  at  the  limits  of  the  angle-period  bands  is  small),  a  relatively  few 
(typically  between  50  and  100)  nearshore  wave  transformation  simulations  can 
approximate  the  nearshore  wave  characteristics  for  the  entire  offshore  wave  time 
series.  The  RCPWAVE  solution  using  this  technique  consists  of  a  wave  height 
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transformation  coefficient  and  wave  angle  at  the  center  of  each  grid  cell  for  each 
of  the  wave  angle  and  period  band  combinations. 

The  nearshore  wave  data  requirements  of  GENESIS  are  pre-breaking  wave 
height,  angle,  and  water  depth  alongshore  (and  wave  period,  which  is  constant 
and  obtained  from  the  offshore  time  series).  Consequently,  RCPWAVE  gener¬ 
ates  much  more  information  (wave  characteristics  over  the  entire  RCPWAVE 
grid)  than  is  required  by  GENESIS.  In  fact,  GENESIS  requires  only  the  wave 
height  and  angle  and  the  corresponding  water  depth  at  one  (RCPWAVE)  offshore 
grid  cell  for  each  of  the  alongshore  cells  within  the  project  reach.  As  stated  pre¬ 
viously,  GENESIS  will  interpolate  between  the  alongshore  RCPWAVE  grid  cells 
(referred  to  as  "wave  blocks")  and  GENESIS  grid  cells  (referred  to  as  "shoreline 
calculation  cells")  if  the  alongshore  wave  block  cell  spacing  is  greater  than  the 
grid  cell  size  in  GENESIS. 

Other  wave  transformation  models  could  be  used  to  estimate  nearshore  wave 
conditions  for  input  to  GENESIS,  provided  that  pre-breaking  wave  heights,  wave 
angles,  and  associated  water  depths  at  uniform  alongshore  spacing  are  included 
in  the  output.  However,  the  programs  WTNSWAV  and  WTDEPTH  that  trans¬ 
late  RCPWAVE  output  to  GENESIS  input  are  specific  to  RCPWAVE  and  would 
require  revision  for  use  with  another  wave  transformation  model. 
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Appendix  A 

Shoreline  Modeling  System 
(SMS)  Installation 


Installation  of  this  version  of  the  SMS  requires  installing  SMS  in  a  specific 
directory  and  customizing  the  graphics  setup.  The  next  two  sections  describe 
these  installation  procedures. 


SMS  Software  Installation 

The  SMS  software  is  distributed  on  one  high-density  (1.44  Mb)  diskette.  To 
install  SMS  on  a  hard  disk  requires  creating  a  directory  where  SMS  will  reside, 
and  de-archiving  the  files  on  the  SMS  distribution  diskette  to  that  directory.  The 
required  st^s  are  detailed  below. 

1.  Use  the  DOS  MD  or  MKDIR  command  to  create  a  subdirectory  in 
which  the  SMS  files  will  reside.  The  SMS  software  requires  that  the 
subdirectory  be  called  SMS  and  that  it  be  a  subdirectory  of  the  root 
directory  of  the  drive  in  use  (for  example  C;\SMS).  The  example  below 
provides  step-by-step  instructions  tallation  on  the  C:  drive. 

CD  Cl\  (go  to  the  root  directoi , 

MD  C:\SMS  (create  the  SMS  directory) 

CD  \SMS  (move  into  the  SMS  directory) 

2.  Insert  the  SMS  distribution  disk  in  Drive  B  (or  available  3.S-in.  high- 
density  disk  drive)  and  enter  the  command: 

B:SMS_V1  -d 

The  SMS  software  will  now  be  installed  in  the  subdirectory  C:\SMS. 
Refer  to  the  section  of  Appendix  A  titled  "Graphics  Software 
Installation,"  for  instructions  for  configuring  the  SMS  graphics  for  your 
computing  environment. 
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3.  Any  last-minute  changes  or  additions  to  the  SMS  are  documented  in  a 
file  called  README.SMS.  Review  this  file  and  make  note  of  any 
changes.  To  display  the  README.SMS  file,  enter  the  conunand; 

TYPE  README.SMS  |  MORE 

4.  For  the  execution  of  the  SMS  from  any  directory  on  the  hard  disk  add 
the  following  to  the  PATH  command  in  the  AUTOEXEC.BAT  file. 

C:\SMS 

5.  To  run  the  SMS,  enter  the  command: 

SMS 


Graphics  Software  Installation 

The  SMS  and  the  SMS  graphics  software  should  be  configured  for  the  user’s 
specific  computing  environment  using  a  special  program  called  INSTALL.COM. 
The  following  section  provides  an  example  installation  using  the  program 
INSTALL.COM. 

Example  of  SMS  graphics  installation 

A  typical  interactive  session  for  INSTALL.COM  is  described  below.  Please 
note  that  all  user  responses  are  highlighted  in  boldface  type.  Standard  default 
options  (inside  brackets  [  ])  can  be  selected  by  pressing  the  enter  key.  This 
example  installation  assumes  the  following  configuration  to  be  installed; 

”  Video  Graphics  Array  (VGA) 

*  Resolution  (640  x  480) 

°  Supporting  16  colors 

“  Printer  Type  -  Hewlett  Packard  (HP)  LaserJet  (LPTl:) 

"  Plotter  Type  -  Hewlett  Packard  (HP)  LaserJet  III  (LPTl:) 

The  SMS  software  may  be  configur«l  for  this  computing  environment  by 
following  these  steps  (user  responses  are  highlighted  in  boldface  type): 

1.  C:\SMS  >  INSTALL 

2.  INSTALL  5.2  ...  13  July  1990 

What  program  do  you  want  to  install? 

Type  the  filename  (e.g.  CONWEP.EXE) 
and  press  RETURN  ...  SMS.EXE 
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3.  The  user  enters  the  code  for  the  display  ad^ter 
that  matches  his  system: 

0)  Monochrome  Display  Ad<^ter  (No  gr^hics) 

1)  Color  Griy)hics  Adapter  (CGA) 

2)  Enhanced  Graphics  Adapter  (EGA) 

3)  Video  Graphics  Array  (VGA) 

4)  Other 

Enter  selection  [1] ....  3 

4.  The  user  enters  the  code  for  the  VGA  and  display  monitor 
that  matches  his  system: 

Resolution  x  Colors 

0)  Return  to  previous  menu 

1)  Video  Graphics  Array  640x480x16  or  320x200x256 

w/  analog  monitor 

2)  Video  7  VGA  720x540x16  or  640x400x256 

w/  multi-frequency  analog  monitor 

3)  Video  7  VGA  800x600x16  or  640x400x256 

w/  multi-frequency  analog  monitor 

4)  Video  7  VGA  with  512K  RAM  800x600x16  or  640x480x256 
w/  multi-frequency  analog  monitor 

5)  ORCHID/GENOA  VGA  800X600X16  or  320x200x256 

w/  multi-frequency  analog  monitor 

6)  AST/PARADISE  VGA  800x600x16  or  640x400x256 

w/  multi-frequency  analog  monitor 

Enter  selection  [0]  ....  1 

5.  Select  a  pen  plotter: 

0)  No  plotter 

1)  HP  compatible  2-pen  plotter 

2)  HP  compatible  6-pen  plotter 

3)  HP  compatible  8-pen  plotter 

4)  HP  LaserJet  III 

Enter  selection  [1]  ....  4 

6.  Select  a  graphics  printer: 

0)  No  printer 

1)  IBM  Graphics 

2)  Epson  FX/RX  Series 

3)  HP  LaserJet 

4)  HP  PaintJet 

Enter  selection  [1]  ....  3 
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7.  Select  plotter  port: 

l)COMl:  2)  COM2: 

3)LPT1:  4)  LPT2:  5)  LPT3: 

Enter  selection  [1]  ....  3 

8.  Select  printer  port: 

1)  LPTl:  2)  LPT2:  3)  LPT3: 

Enter  selection  [1]  ....  1 
Please  wait ... 

Finished  installing  SMS.EXE 

The  special-purpose  graphics  programs  GENGRAF.  EXE  and  RCPGRAF.  EXE 
should  be  similarly  install^,  lliis  installation  (or  configuration)  procedure  may 
be  executed  in  a  stand-alone  mode  as  described  above  or  by  selecting  the 
Configure  option  from  the  SMS  Level  1  menu:  Main  as  discussed  in  Chapter  2. 
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Input  Data  Set 

for  GENGRAF  Example 


This  appendix  contains  a  listing  of  the  GENESIS  input  and  output  data  files 
that  served  as  input  to  the  program  GENGRAF.EXE  in  the  GENGRAF  example 
application  described  in  Chapter  4.  The  input  data  set  consisted  of  three 
GENESIS  input  data  files  (START.EXP,  SHORL.EXP,  and  SHORM.EXP)  and 
two  GENESIS  output  data  files  (SHORC.EXP  and  OUTPT.EXP)  as  shown  in 
Figures  B1  through  BS. 
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•  INPUT  RtC  STAirr.OAT  TO  GENESIS  (WorttAociU  VERSION  2.0  * 


A -  MOOa  SETUP  - A 

A.1  RUN  TITLE 

GENESIS  Exampto:  TarminN  Grain  with  UpSrift  Oataehad  Sraakwatafi 

A.2  INPUT  UNITS  METERS  - 1;  FEET -21:  ICONV 
2 

A.3  TOTAL  NUMBER  OF  CALCULATION  CEUS  AND  CELL  LENGTH:  NN,  OX 
OS  100 

A.4  GRID  CEU  NUMBER  ^ERE  SIMULATION  STARTS  AND  NUMBD^  OF  CALCULATION 
CEUS  (N  -  -1  MEANS  N  -  NN):  ISSTART,  N 

1  OB 

A.6  VALUE  OF  TIME  STEP  IN  HOURS:  OT 

0 

A.a  DATE  WHEN  SHOREUNE  SIMULATION  STARTS 

(DATE  FORMAT  VYMMOO:  1  MAY  1002  -  020601):  SIMOATS 
020101 

A.7  DATE  WHEN  SHOREUNE  SIMULATION  ENOS  OR  TOTAL  NUMBER  OF  TIME  STEPS 
(DATE  FORMAT  YYMMOD:  1  MAY  1002  -  020601):  SIMOATE 
030101 

A.B  NUMBER  OF  INTERMEDIATE  PRINT-OUTS  WANTED:  NOUT 
6 

A.0  OATES  OR  TIME  STEPS  OF  INTERMEDIATE  PRINT-OUTS 

(DATE  FORMAT  YYMMOD:  1  MAY  1002  -  020601,  NOUT  VALUES):  TOUTQ) 

020301  020601  020701  020001  021101 

A.  10  NUMBER  OF  CALCULATION  CULS  IN  OFFSHORE  CONTOUR  SMOOTHING  WINDOW 
USMOOTH  -  0  MEANS  NO  SMOOTHING.  ISMOOTH  -  N  MEANS  STRAIGHT  LINE. 
RECOMMENDED  DEFAULT  VALUE  -  11);  ISMOOTH 
11 

A.  1 1  REPEATED  WARNING  MESSAGES  (YES  -  1 ;  NO  -  0):  IRWM 
1 

A.  12  LONGSHORE  SAND  TRANSPORT  CALIBRATION  COEFFICIENTS:  K1,  K2 
0.3  0.2 

A.  13  PRINT-OUT  OF  TIME  STEP  NUMBERS?  {YES  -  1,  NO-0):  IPRINT 

1 

B -  WAVES  - 8 

B. 1  WAVE  HEIGHT  CHANGE  FACTOR.  WAVE  ANGLE  CHANGE  FACTOR  AND  AMOUNT  (DEG) 

(NO  CHANGE:  HCNQF  -  1,  ZCNGF- 1,  ZCNGA-0);  HCNGF,  ZCNGF,  ZCNGA 
1  1  0 

B.2  DEPTH  OF  OFFSHORE  WAVE  INPUT:  OZ 
46 

B.3  IS  AN  EXTERNAL  WAVE  MOOU  BEING  USED  (YES-t;  N0-0):NWD 
1 

B.4  COMMENT:  IF  AN  EXTERNAL  WAVE  MODU  IS  NOT  BEING  USED.  CONTINUE  TO  B.O 
B.6  NUMBER  OF  SHORELINE  CALCULATION  CEUS  PER  WAVE  MODU  UEMENT:  ISPW 

4 

B.e  NUMBER  OF  HEIGHT  BANOS  USED  IN  THE  EXTERNAL  WAVE  MOOR  TRANSFORMATIONS 
(MINIMUM  IS  1.  MAXIMUM  IS  0):  NBANOS 
1 

B.7  COMMENT:  IF  ONLY  ONE  HEIGHT  BAND  WAS  USED  CONTINUE  TO  B.O 
S.8  MINIMUM  WAVE  HEIGHT  AND  BAND  WIDTH  OF  HaGHT  BANOS:  HBMIN,  HBWIDTH 
0  0 

B.O  VALUE  OF  TIME  STEP  IN  WAVE  DATA  FILE  IN  HOURS  (MUST  BE  AN  EVEN  MULTIPLE 
OF,  OR  EQUAL  TO  OT):  DTW 

6 

B.10  NUMBER  OF  WAVE  COMPONENTS  PER  TIME  STEP:  NWAVES 

2 

B. 11  DATE  WHEN  WAVE  FILE  STARTS  (FORMAT  YYMMOD:  1  MAY  1002  -  020601):  WDATS 

820101 

C -  BEACH  - C 

C. 1  EFFECTIVE  GRAIN  SIZE  DIAMETER  IN  MILUMETERS:  D60 

0.2 

C.2  AVERAGE  BERM  HEIGHT  FROM  MEAN  WATER  LEVEL:  ABH 
3 

C. 3  CLOSURE  DEPTH:  OCLOS 

20 

D - NON-OIFFRACTtNG  GROINS - 0 

D. 1  ANY  NON-DIFFRACTING  GROINS?  (NO-O,  YES-  1):  INDG 

0 

0.2  COMMENT:  IF  NO  NON-DIFFRACTING  GROINS.  CONTINUE  TO  E. 

D.3  NUMBER  OF  NON-DIFFRACTING  GROINS:  NNOG 
0 

0.4  GRID  CELL  NUMBERS  OF  NON-DIFFFRACTING  GROINS  (NNDG  VALUES):  IXNDGa) 

D.6  LENGTHS  OF  NON-OiFFRACTING  GROINS  FROM  X-AXiS  INNDG  VALUES):  YNOQO) 


Figure  Bl.  GENGRAF  input  file  START.EXP  (continued) 
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E -  OlFFAACTiNO  (LONO)  GROINS  AND  JmiiS - € 

E.1  ANY  DIFFRACTING  GROINS  OR  JETTIES?  WO-O.  YES«  11:  IDO 
1 

E.2  COMMENT:  IF  NO  DIFFRACTING  GROINS,  CONTINUE  TO  F. 

E.3  NUMSER  OF  DIFFRACTING  GROINS/ JETTIES:  NDQ 
1 

E.4  GRID  CEU  NUMBERS  OF  DIFFFRACTINa  OROINS/JETTIES  MOO  VALUES):  IXOGfll 
70 

E.B  LENGTHS  OF  DIFFRACTING  GRdNS/JETTlES  FROM  X-AXIS  MDO  VALUES):  YOGI) 

1600. 

E. O  DEPTHS  AT  SEAWARD  END  OF  DIFFRACTING  QROINS/JETTIESmOO  VALUES):  DOGI) 

IB. 

F -  ALL  GROINS/JETTIES - F 

F. 1  COMMENT:  IF  NO  GROINS  OR  JETTIES,  CONTINUE  TO  Q. 

F.2  REPRESENTATIVE  BOTTOM  SLOPE  NEAR  GROINS:  SL0PE3 

0.02 

F.3  PERMEABILITIES  OF  ALL  GROINS  AND  JETTIES  (NNOG^^NOG  VALUES):  PERM!) 

0 

F.4  IF  GROIN  OR  JETTY  ON  LEFT-HAND  BOUNDARY,  DISTANCE  FROM  SHOREUNE 
OUTSIDE  GRIO  TO  SEAWARD  END  OF  GROIN  OR  JETTY;  Y01 
0 

F. 6  IF  GROIN  OR  JETTY  ON  RIGHT-HAND  BOUNDARY,  DISTANCE  FROM  SHOREUNE 

OUTSIDE  GRIO  TO  SEAWARD  END  OF  GROIN  OR  JETTY:  YON 
600 

O -  DETACHED  BREAKWATERS - Q 

G. 1  ANY  DETACHED  BREAKWATERS?  (NO  -0,  YES-  1):  (Dfi 

1 

0.2  COMMENT;  IF  NO  DETACHED  BREAKWATERS,  CONTINUE  TO  H. 

0.3  NUMBER  OF  DETACHED  BREAKWATERS:  NDB 
2 

G.4  ANY  DETACHED  BREAKWATER  ACROSS  LEFT-HAND  CALCULATION  BOUNDARY 
(NO-O,  YES-1):  I0B1 
0 

G.6  ANY  DETACHED  BREAKWATER  ACROSS  RIGHT-HAND  CALCULATION  BOUNDARY 
(NO-O,  YES-1):  lOBN 
0 

0.6  GRID  CEU  NUMBERS  OF  TIPS  OF  DETACHED  BREAKWATERS 
(2  *  NOB  •  QOBI  >IDBN)  VALUES):  IXOBO) 

40  66  60  70 

Q.7  DISTANCES  FROM  X-AXIS  TO  TIPS  OF  DETACHED  BREAKWATERS 
(1  VALUE  FOR  EACH  TIP  SPECIFIED  IN  G.6):  YDBB) 

1600.  1600.  1600.  1600. 

0.8  DEPTHS  AT  DETACHED  BREAKWATER  TIPS  (1  VALUE  FOR  EACH  TIP 
SPECIFIED  IN  Q.6);  ODBQ) 

20.  20.  IB.  IB. 

G. B  TRANSMISSION  COEFRCIENTS  FOR  DETACHED  BREAKWATERS  (NDB  VALUES):  TRANDBII) 

0.3  0.0 

H -  SEAWALLS  - H 

H. 1  ANY  SEAWALL  ALONG  THE  SIMULATED  SHOREUNE?  (YES-  1;  NO-O):  ISW 

0 

H.2  COMMENT:  IF  NO  SEAWALL,  CONTINUE  TO  I. 

H. 3  GRIO  CELL  NUMBERS  OF  START  AND  END  OF  SEAWALL  OSWEND  -  -1  MEANS 

ISWENO  -  N):  ISW8EG,  ISWEND 
1  6B 

\ -  BEACH  FILLS  - 1 

I. 1  ANY  BEACH  RUS  DURING  SIMULATION  PERIOD?  (NO-O.  YES-I):  IBF 

0 

1.2  COMMENT:  IF  NO  BEACH  RLLS,  CONTINUE  TO  K. 

1.3  NUMBER  OF  BEACH  RUS  DURING  SIMULATION  PERIOD:  NBF 
0 

1.4  DATES  OR  TIME  STEPS  WHEN  THE  RESPECTIVE  RUS  START 

(DATE  FORMAT  YYMMOO:  1  MAY  1BB2  -  B20601,  NBF  VALUES);  BFOATS(I) 

1.6  DATES  OR  TIME  STEPS  WHEN  THE  RESPECTIVE  RLLS  END 

(DATE  FORMAT  YYMMDD:  1  MAY  1802  -  B20601,  NBF  VALUES);  BFDATEfl) 

1.6  GRID  CELL  NUMBERS  OF  START  OF  RESPECTIVE  RUS  (NBF  VALUES);  IBFSn) 

1.7  GRID  CUL  NUMBERS  OF  END  OF  RESPECTIVE  RUS  (NBF  VALUES);  IBFEfl) 

1.8  ADDED  BERM  WIDTHS  AFTER  ADJUSTMENT  TO  EQUIUBRIUM  CONDITIONS 
(NBF  VALUES):  YAOD(I) 

K -  COMMENTS  - K 

*  COMMENTS  AND  VERSION  UPDATE  INFORMATION  PLACED  HERE 
- END - 


Figure  Bl.  (Concluded) 
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MEASURED  SHORELINE  POSITION  Of  SaOIOI;  CEU  SPACING  IDX- 100.  ft) 

THESE  DATA  WERE  OBTAINED  FROM  THE  RLE:  1983xyJSH 

STARTING  AT  ALONGSHORE  POSITION  X  -  0.  AND  ENDING  AT  X  «  6800. 


1286.1 

1274.4 

1264.1 

1234.6 

1216.6 

1200.2 

1186.7 

1170.4 

1162.7 

1136.6 

1124.7 

1120.0 

1113.2 

1087.9 

1080.2 

1067.1 

1067.2 

1046.7 

1032.8 

1013.8 

893.8 

977.8 

866.7 

966.6 

846.0 

932.2 

816.8 

888.6 

861.4 

864.3 

860.1 

838.2 

826.3 

812.6 

796.7 

778.8 

762.6 

746.8 

730.6 

716.8 

704.1 

691.2 

678.4 

670.0 

662.4 

663.0 

640.6 

628.1 

821.8 

618.2 

617.2 

618.7 

623.0 

630.0 

639.1 

649.6 

661.2 

673.6 

886.7 

700.8 

717,4 

737.6 

761.0 

786.7 

813.6 

846.2 

882.8 

869.6 

1026.4 

Figure  B2.  GENGRAF  input  file  SHORL.EXP 


MEASURED  SHORELINE  POSITION  OF  820101;  CELL  SPACING  (DX-100.  ft) 

THESE  DATA  were  OBTAINED  FROM  THE  FILE:  1982xy.lSH 

STARTING  AT  ALONGSHORE  POSITION  X  •  0.  AND  ENDING  AT  X  -  6800. 


1296.1 

1J74.4 

1264,1 

1234.6 

1216.6 

1200.2 

1186.7 

1170.4 

1162.7 

1136.6 

1124.7 

1 1 20.0 

1113.2 

1097.9 

1080.2 

1067.1 

1067.2 

1046.7 

1032.8 

1013.9 

983.9 

•77.8 

966.7 

966.6 

846.0 

832.2 

816.8 

888.8 

881.4 

864.3 

860,1 

•38.2 

826.3 

812.6 

796.7 

779.8 

782.8 

746.6 

730.6 

716.8 

704.1 

681.2 

679.4 

670.0 

662.4 

663.0 

640.6 

629.1 

621.8 

618.2 

617.2 

618.7 

623.0 

630.0 

638.1 

649.6 

661.2 

673.6 

686.7 

700.9 

717.4 

737.6 

761.0 

786.7 

813.6 

846.2 

892.9 

869.6 

1026.; 

Figure  B3.  GENGRAF  input  file  SHORM.EXP 


FINAL  SHORELINE  LOCATION.  BY  COPYING  THIS  FILE  TO  SHORL  DAT  AND  UP-OATING 
START.DAT.  THE  MODEL  MAY  BE  RUN  AGAIN  FOR  A  NEW  CONFIGURATION. 


1296.1 

1281.1 

1267.2 

1263.2 

1240.0 

1226.4 

1212.8 

1199.1 

1186.0 

1170.4 

1166.0 

1139.6 

1123.7 

1107.9 

1092.7 

1078.4 

1064.2 

1049.6 

1034.3 

1019.6 

1003.8 

990.6 

977.3 

963.4 

949.2 

933.0 

917.3 

903.1 

890.0 

878.7 

868.6 

860.4 

864.8 

849.7 

848.2 

860.6 

866.6 

866.4 

881.1 

897.1 

913.7 

932.1 

961.7 

970.3 

9260 

867.2 

821.7 

783.6 

761.3 

713.2 

673.6 

638.2 

606.6 

678.8 

666.4 

640.9 

636.2 

640.3 

662.9 

681.9 

620.4 

672.6 

733.8 

817.8 

941.0 

1076.8 

1119.9 

1141.0 

1204.1 

Figure  B4.  GENGRAF  input  file  SHORC.EXP 
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RUN:  GENESIS  Ex«npl«:  T«rmtn«l  GfOtn  with  Updfift  0«tachpd  Breakwater* 

'  1 

INITIAL  SHORELINE  POSITION  IFT) 

12B6.1 

1274.4 

1264.1 

1234.8 

1216.6 

1200.2 

1186.7 

1170.4 

1 162.7 

1136.6 

1124. 7 

1120.0 

1113.2 

1087.8 

1080.2 

1067.1 

1067.2 

1046.7 

1032.8 

1013.8 

993.8 

977.8 

966.7 

966.6 

846.0 

932.2 

916.9 

B99.0 

881.4 

864.3 

860.1 

838.2 

828.3 

812.6 

790.7 

779.8 

782.8 

746.8 

730.6 

718.8 

704.1 

881.2 

878.4 

870.0 

682.4 

663.0 

840.6 

629.1 

621.8 

018.2 

917.2 

818.7 

623.0 

830.0 

639.1 

649.8 

801.2 

873.6 

880.7 

700.9 

717.4 

737.6 

781.0 

786.7 

813.8 

646.2 

892.8 

868.6 

1026.4 

SHORELINE  POSITION  (FT)  AFTER  237 

TIME  STEPS.  DATE  IS  820301 

1296.1 

1278.8 

1262.7 

1246.9 

1231.3 

1218.0 

1200.9 

1186.6 

1170.6 

1166.2 

1 141.6 

1127.0 

1112.0 

1087.1 

1083.0 

1089.0 

1066.0 

1041.1 

1027.0 

1012.3 

897.4 

883.4 

868.9 

968.4 

942.2 

924.8 

906.6 

889.8 

869.1 

B63.0 

838.2 

824.0 

810.3 

797.2 

788.6 

777.0 

769.8 

766.0 

786.8 

770.7 

786.7 

764.1 

760.0 

738.6 

729.8 

722.3 

e»6.o 

676.B 

669.0 

868.6 

847.7 

637.7 

627.8 

619.1 

810.8 

688.0 

698.0 

602.9 

610.6 

639.4 

872.4 

716.0 

769.1 

822.4 

877.6 

928.8 

961.0 

1000.6 

1070.9 

SHORELINE  POSITION  (FT)  AFTER  481 

TIME  STEPS.  DATE  IS  620601 

1296.1 

1280.3 

1266.6 

1260.9 

1238.8 

1222.4 

1207.8 

1193.6 

1179.3 

1164.2 

1148.8 

1133.0 

1117.2 

1 101.7 

1086.8 

1071.9 

1067.2 

1042.9 

1028.2 

1012.9 

997.8 

982.4 

867.2 

961.9 

936.9 

919.2 

902.2 

886.3 

889.2 

863.8 

839.4 

826.6 

616.0 

806.6 

798.6 

794.6 

793.6 

796.1 

798.8 

803.6 

808.8 

809.4 

811.3 

809.8 

804.4 

788.6 

743.8 

719.6 

701.8 

682.3 

883.8 

641.9 

619.7 

698.4 

681.7 

671.4 

670.1 

678.0 

688.6 

617.8 

668.9 

706.7 

764.6 

828.8 

899.3 

962.4 

1016.6 

1068.6 

1130.0 

SHORELINE  POSITION  (FT)  AFTER  726 

TIME  STEPS.  DATE  IS  820701 

1296.1 

1280.2 

1266.6 

1261.2 

1236.7 

1222.6 

1208.0 

1183.6 

1178.7 

1163.6 

1149.2 

1134.3 

1119.2 

1104.0 

1088.7 

1073.3 

1067.8 

1042.8 

1027.6 

1012.0 

998.2 

980.6 

966.1 

948.9 

932.9 

916.9 

898.9 

882.6 

866.9 

863.1 

840.4 

828.9 

819.4 

811.7 

806.6 

601.3 

799.2 

800.7 

806.1 

810.7 

817.4 

822.2 

820.6 

814.4 

804,0 

786.6 

767.7 

733.8 

708.0 

688.3 

886.4 

640.8 

617.4 

696.4 

679.6 

667.2 

667.2 

673.6 

690.8 

618.0 

866.9 

703.9 

762.0 

827.3 

898.8 

982.1 

1019.4 

1069.1 

1143.6 

SHORELINE  POSITION  (FT)  AFTER  973 

TIME  STEPS.  DATE  IS  820801 

1296.1 

1260.6 

1266.9 

1261.3 

1237.1 

1223.2 

1 208.9 

1194.6 

1180.1 

1166.7 

1160.8 

1 136.0 

1120.7 

1104.8 

1088.4 

1073.7 

1068.3 

1042.8 

1026.9 

1010.9 

994.8 

878.6 

962.9 

947.6 

932.0 

916.9 

889.6 

883.9 

889.1 

866.7 

843.4 

831.6 

820.6 

810.1 

803.3 

799.1 

796.0 

802.8 

811.7 

824.1 

828.2 

834.1 

832.7 

824.7 

813.6 

793.2 

706.1 

739.8 

716.0 

693.0 

670.0 

646.1 

616.6 

689.8 

672.2 

662.4 

680.6 

684.8 

680.9 

611.9 

664.4 

706.0 

762.8 

828.6 

906.2 

973.4 

1027.3 

1076.7 

1160.1 

SHORELINE  POSITION  (FT)  AFTER  1217 

TIME  STEPS,  DATE  IS  821 101 

1296.1 

1280.7 

1266.6 

1262.6 

1238.8 

1224.9 

1211.0 

1196.9 

1 182.6 

1 167.8 

1162.6 

1 137.1 

1121.6 

1106.9 

1090.1 

1074.1 

1067.9 

1042.0 

1026.6 

1011.6 

997.3 

982.9 

968.4 

963.8 

938.8 

923.2 

907.3 

891.9 

877.7 

664.7 

863.2 

643.3 

834.8 

820.4 

824.3 

822.3 

822.2 

827.6 

834.7 

842.9 

862,4 

862.6 

872.3 

879.6 

882.4 

816.6 

780.8 

762.0 

726.0 

699.1 

671,1 

642.7 

616.7 

691.1 

670.1 

664.6 

662.9 

667.6 

673.4 

600.2 

636.4 

683.1 

746.2 

823.6 

822.8 

1017.6 

1060.8 

1098.6 

1170.1 

GROSS  TRANSPORT  VOLUME 

(VARDS3/1000)  FOR  CALCULATED  PART  OF  YEAR  1 

368 

366 

366 

366 

364 

363 

362 

361 

361 

361 

362 

363 

363 

361 

348 

348 

343 

344 

346 

346 

348 

346 

344 

340 

334 

326 

320 

318 

316 

314 

310 

304 

294 

284 

268 

266 

247 

229 

218 

206 

191 

174 

161 

127 

102 

79 

61 

49 

42 

44 

46 

42 

43 

41 

39 

39 

47 

61 

66 

64 

76 

79 

83 

86 

83 

70 

49 

30 

16 

0 

Figure  B5.  GENGRAF  input  file  OUTPT.EXP  (Sheet  1  of  3) 
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NET  TRANSPORT  VOLUME 

(YARDS3/1000)  FOR  CALCULATED  PART  OF  YEAR  1 

283 

283 

282 

281 

280 

278 

276 

273 

271 

268 

286 

282 

281 

280 

269 

268 

267 

268 

268 

268 

266 

264 

263 

262 

262 

261 

261 

261 

261 

260 

248 

247 

248 

243 

240 

238 

229 

222 

211 

198 

183 

186 

146 

121 

98 

73 

66 

40 

26 

16 

7 

3 

1 

2 

7 

14 

23 

34 

46 

68 

87 

76 

80 

83 

80 

69 

49 

30 

16 

0 

TRANSPORT  VOLUME  TO  THE  LEFT 

IYAROS3/1 000)  FOR  CALCULATED  PART  OF  YEAR  1 

•38 

-38 

-38 

•36 

-37 

-37 

>38 

•39 

•40 

•41 

-43 

-46 

•48 

-46 

-44 

•43 

-43 

-43 

-44 

-44 

•46 

-46 

-46 

-43 

•41 

-37 

-34 

-33 

-32 

-31 

•30 

•28 

-24 

-20 

-14 

-10 

•8 

-3 

-3 

-3 

-4 

•4 

-3 

-3 

-2 

-2 

-3 

•4 

-7 

-14 

-18 

•19 

-21 

•19 

-16 

-12 

-12 

-8 

-6 

-3 

-4 

-1 

-1 

0 

-1 

0 

0 

0 

0 

0 

TRANSPORT  VOLUME  TO  THE  RIGHT 

(YAROS3/1 000)  FOR  CALCULATED  PART  OF  YEAR  1 

319 

318 

319 

318 

317 

316 

314 

312 

311 

309 

309 

308 

307 

306 

303 

301 

300 

300 

300 

301 

300 

300 

299 

296 

293 

289 

286 

286 

283 

282 

278 

276 

270 

283 

266 

248 

238 

226 

216 

202 

187 

170 

148 

124 

99 

78 

68 

46 

34 

30 

38 

22 

22 

22 

23 

26 

36 

42 

60 

80 

71 

77 

82 

84 

81 

70 

49 

30 

16 

0 

OUTPUT  OF  BREAKING  WAVE  STATISTICS  FOR  SELECTED 

LOCATIONS 

N.B.  WAVE  DIFFRACTION  IS  NOT  ACCOUNTED  FORI 

GRID  CELL  NUMBERS 

1 

1 

2 

4 

6 

6 

8 

9 

1 1 

12 

13 

16 

16 

17 

19 

20 

22 

23 

24 

26 

27 

28 

30 

31 

33 

34 

36 

37 

38 

40 

41 

42 

44 

46 

46 

48 

49 

61 

62 

63 

66 

66 

67 

69 

80 

62 

63 

64 

66 

67 

AVERAGE  UNOIFFRACTED  BREAKING  WAVE  HEIGHTS  IFT). 

2.0 

2.0 

2.0 

2.0 

2-0 

2.0 

2.0 

2.0 

2.1 

2.1 

2.1 

2.1 

2.1 

2.1 

2.1 

2.1 

2.0 

2.0 

2.0 

2.0 

2.0 

2.0 

2.0 

2.0 

2.0 

2.0 

2.0 

2.1 

2.1 

2.1 

2.1 

2.1 

2.1 

2.1 

2.1 

2.0 

2.0 

2.0 

2.0 

2.1 

2.1 

2.1 

2.1 

2.1 

2.1 

2.1 

2.1 

2.1 

2.2 

2.1 

AVERAGE  UNOIFFRACTED  BREAKING  WAVE 

ANGLE  TO  SHORELINE  (DEG) 

8.8 

6.8 

6.8 

6.7 

a.7 

6.7 

6.6 

6.6 

6.6 

6.6 

8.4 

6.3 

8.2 

8.1 

e.2 

6.2 

6.9 

6.7 

6.9 

6.6 

8.9 

6.9 

6.7 

6.6 

6.0 

6.0 

6.6 

4.4 

2.9 

0.9 

0.8 

0.6 

4.4 

6.6 

10.0 

10.2 

8.7 

8.3 

8.8 

9.6 

9.8 

9.6 

7.6 

4.4 

2.3 

-0.4 

-2.1 

•3.6 

-3.4 

2.7 

AVERAGE  LONGSHORE  TRANSPORT  RATE  BASED  ON 

UNDIFFRACTED  WAVES  IFT3/SEC) 

0.24 

0.24 

0.24 

0.24 

0.24 

0.24 

0.24 

0.23 

0.23 

0.23 

0.23 

0.22 

0.22 

0.22 

0.22 

0.22 

0.21 

0.20 

0.20 

0.21 

0.22 

0.22 

0.21 

0.21 

0.20 

0.20 

0.19 

0.16 

0.11 

0.03 

0.03 

0.01 

0.18 

0.24 

0.32 

0.36 

0.30 

0.29 

0.30 

0.33 

0.34 

0.34 

0.28 

0.17 

0.11 

-0.01 

-0.08 

•0.16 

•0.16 

0.11 

LONGSHORE  TRANSPORT  (FT3/SEC) 

0.08 

0.08 

0.06 

0.06 

0.08 

0.06 

0.06 

0.06 

0.08 

0.06 

0.06 

0.06 

0.08 

0.06 

0.06 

0.06 

0.06 

0.06 

0.06 

0.06 

0.06 

0.06 

0.06 

0.06 

0.06 

0.06 

0.06 

0.06 

0.06 

0.06 

0.06 

0.06 

0.06 

0.06 

0.06 

0.06 

0.06 

0.04 

0.03 

0.02 

0.02 

0.01 

0.00 

0.00 

0.07 

0.07 

0.06 

0.03 

0.03 

0.03 

0.02 

0.01 

0.01 

0.01 

0.01 

0.01 

0.01 

0.01 

0.01 

0.00 

0.00 

0.00 

0.00 

0.00 

•0.02 

-0.02 

0.02 

0.01 

0.01 

0.00 

CALCULATED  FINAL  SHORELINE  POSITION  IFT) 

1296.1 

1281.1 

1287.2 

1263.2 

1240.0 

1226.4 

1212.8 

1199.1 

1186.0 

1170.4 

1166.0 

1139.6 

1123.7 

1107.9 

1092.7 

1078.4 

1064.2 

1048.6 

1034.3 

1019.6 

1003.8 

980.6 

977.3 

963.4 

949.2 

933.0 

917.3 

903.1 

690.0 

878.7 

868.8 

880.4 

864.8 

849.7 

848.2 

860.6 

866.6 

868.4 

681.1 

897.1 

913.7 

932.1 

961.7 

970.3 

926  0 

867.2 

821.7 

783.6 

761.3 

713.2 

673.6 

638.2 

606.6 

678.9 

6664 

640.9 

636.2 

640.3 

662.9 

681.9 

620.4 

672.8 

733.8 

817.8 

941.0 

1076  8 

1119.9 

1 141.0 

1204.1 

Figure  B5.  (Sheet  2  of  3) 
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CALCUtATEO  SEAWAROMOST  SHORELINE  POSITION  IFTI 


1296.1 

1281.2 

1267.2 

1263.8 

1240.0 

1226.6 

1213.0 

1199.1 

1186.3 

1172.0 

1169.4 

1140.1 

1124.6 

1109.1 

1093.7 

1078.4 

1064.7 

1060.6 

1036.2 

1019.9 

1004.8 

990.6 

976.4 

966.3 

961.4 

934.1 

918.1 

904.2 

891.6 

880.6 

871.0 

662.6 

866.2 

862.0 

860.2 

860.8 

866.6 

866.4 

881.1 

897.1 

814.2 

936.9 

962.9 

974.7 

926.0 

867.2 

821.7 

783.6 

761.3 

713.2 

674.6 

664.6 

632.1 

630.0 

639.1 

649.6 

661.2 

673.6 

686.7 

700.9 

717.4 

737.6 

779.4 

843.9 

947.4 

1079.9 

1119.9 

1141.0 

1204.1 

CALCULATED  LANOWAROMOST  SHORELINE  POSITION  (FT) 


1286.1 

1274.4 

1264.1 

1234.6 

1216.6 

1200.2 

1184.8 

1169.6 

1162.7 

1138.8 

1124.7 

1116.7 

1106.8 

1092.6 

1080.2 

1067.1 

1084.1 

1040.1 

1026.7 

1008.1 

981.8 

977.7 

962.9 

947.3 

931.2 

916.2 

888.8 

881.8 

866.6 

882.2 

837.9 

623.7 

808.6 

793.6 

782.8 

769.6 

788.0 

742.8 

730.6 

718.9 

704.0 

681.2 

679.4 

670.0 

662.2 

663.0 

840.8 

629.1 

621.8 

818.2 

617.2 

618.1 

606.4 

678.8 

666.3 

636.6 

833.3 

630.9 

643.3 

878.1 

617.4 

670.4 

730.4 

784.3 

813.6 

846.2 

882.8 

969.6 

1026.4 

CALCULATED  REPRESENTATIVE  OFFSHORE  CONTOUR  POSITION  IFT) 


2279.4 

2288.4 

2261 .4 

2237.4 

2223.4 

2209.6 

2186.3 

2181.0 

2166.6 

2162.1 

2137.6 

2122.8 

2108.0 

2093.2 

2078.4 

2063.6 

2048.8 

2034.1 

2019.3 

2004.7 

1990.1 

1878.8 

1961.6 

1947.8 

1934.3 

1921.4 

1808.1 

1897 .7 

1887.6 

1878.7 

1871.4 

1888.8 

1862.3 

1860.8 

1861.0 

1862.3 

1884.2 

1866.1 

1867.6 

1867.7 

1866.0 

1881.7 

1864.2 

1842.9 

1827.2 

1807.7 

1786.3 

1760.8 

1736.0 

1708.7 

1683.1 

1888.3 

1638.6 

1622.3 

1612.1 

1609.6 

1816.1 

1628.3 

1649.3 

1678.6 

1716.3 

1789.2 

1809.3 

1864.9 

1929.6 

1994.2 

2068.8 

2123.6 

2188.3 

CALIBRATION/VERIFICATION  ERROR  -  7B.8366 

CALCULATED  VOLUMETRIC  CHANGE  -  +2.7eE  +  06  (YAROS3I 
SIGN  CONVENTION;  EROSION  l-l,  ACCRETION  l  +  l 
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Input  Data  Set 

for  RCPGRAF  Example 


This  appendix  contains  a  listing  of  the  RCPWAVE  output  data  files  that 
served  as  input  to  the  program  RCPGRAF.EXE  in  the  RCPGRAF  example 
application  described  in  Chapter  4.  The  input  data  set  consisted  of  two 
RCPWAVE  output  data  files  (RCP_OUT  and  RCPEXP.NSR)  as  shown  in 
Figures  Cl  and  C2. 
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SHOREUNE  MOOEUNQ  SYSTEM  ISMSI:  PC  RCPWAVE, 

VERSION  1. 

—  SMS  USER'S  MANUAL  EXAMPLE 

— 

. RLES  CARO:  SPECIFICATION  OF  PERMANENT  FILE  NAMES  FOR  DATA  STORAGE 

AND  RETRIEVAL 

VARIABLE  DESCRIPTION  OF  USAGE: 

VALUE: 

FNPRNT  RLE  FOR  PRINTED  OUTPUT 

FOUT  SAVESPEC  RLE  FOR  OUTPUT 

RCP_OUT 

RCPixP.NSft 

. OENSPECS  CARO;  SPECIFICATION  OF  TITLE  AND  OENERAL  SYSTEM  OF  UNITS 

VARIABLE  DESCRIPTION  OF  USAGE: 

VALUE:  NOTES: 

SUNITS  UNITS  SYSTEM  USED  IN  COMPUTATIONS 

ENQUSH 

. QRIOSPEC  CARO:  SPECIFICATION  OF  THE  TYPE  OF  FINITE-DIFFERENCE  GRID  USED 

VARIABLE  DESCRIPTION  OF  USAGE: 

VALUE:  NOTES: 

QRTYPE  TYPE  OP  FINITE-OIFFERENCE  GRID  RECTANG 

GUNITS  SYSTEM  OF  UNITS  USED  FOR  THE  GRID  ENGLISH 

XCELL  NUMBER  OF  GRID  CELLS.  X  DIRECTION  40 

YCELL  NUMBER  OF  GRID  CELLS,  Y  DIRECTION  36 

DX  SPATIAL  STEPSIZE  IN  X  DIRECTION  200.00 

DY  SPATIAL  STEPSIZE  IN  Y  DIRECTION  400.00 

PRINTING  OF  FiaO  ARRAY  VARIABLES:  1  AREAS 


AREA  •  STARTING  ENDING  STARTING  ENDING  •  VARIABLE  FIELD 

NUMBER  •  X  CELL  X  CaL  Y  Cat  Y  CELL  .40TES:  *  ARRAYS  TO  PRINT:  NOTES: 


1  • 

X-  1  X-  40  Y-  1 

Y-  36 

*  DAHKB 

. WAVCONDCARO:  NUMBER  OF  WAVE  CONDITIONS:  3 

WAVE  CONDITION  NUMBER:  1 

VARIABLE 

DESCRIPTION  OF  USAGE: 

VALUE: 

NOTES: 

TOEEP 

WAVE  PERIOD 

4.00 

HDEEP 

DEEPWATER  WAVE  HEIGHT 

B.OO 

ZDEEP 

DEEPWATER  WAVE  ANGLE 

-11.00 

CNTRANG 

OFFSHORE  CONTOUR  ANGLE 

0.00 

OIFFR 

DIFFRACTION  SIMULATED 

YES 

WAVE  CONDITION  NUMBER:  2 

VARIABLE 

DESCRIPTION  OF  USAGE: 

VALUE: 

NOTES: 

TOEEP 

WAVE  PERIOD 

6.00 

HDEEP 

DEEPWATER  WAVE  HEIGHT 

6.00 

ZDEEP 

DEEPWATER  WAVE  ANGLE 

-33.00 

CNTRANG 

OFFSHORE  CONTOUR  ANGLE 

0.00 

DIFFR 

DIFFRACTION  SIMULATED 

YES 

WAVE  CONDITION  NUMBER:  3 

VARIABLE 

DESCRIPTION  OF  USAGE: 

VALUE: 

NOTES: 

TOEEP 

WAVE  PERIOD 

8.00 

HOEEP 

DEEPWATER  WAVE  HEIGHT 

8.00 

ZDEEP 

DEEPWATER  WAVE  ANGLE 

33.00 

CNTRANG 

OFFSHORE  CONTOUR  ANGLE 

0.00 

OIFFR 

DIFFRACTION  SIMULATED 

YES 

Figure  Cl.  RCPGRAF  input  file  RCP_OUT  (Sheet  1  of  4) 
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. WAVMOO  CARO:  NUMBER  OR  WAVE  CONDITIONS; 

WAVE  CONOtTION  NUMBER:  1 

VARIABLE 

OESCRIPTION  OF  USAGE: 

VALUE: 

NOTES: 

HUTIL1 

OFFSHORE  BOUNDARY  HQGHT  AT  J  •  YCEUS 

4.B0 

HUTIL2 

OFFSHORE  BOUNDARY  HEIGHT  AT  J  - 1 

B.10 

ZUTILl 

OFFSHORE  BOUNDARY  ANGLE  AT  J  « 1 

-14.00 

ZUTIL2 

OFFSHORE  BOUNDARY  ANGLE  AT  J  •  YCELLS 

-B.OO 

WAVE  CONOmON  NUMBER:  2 

VARIABLE 

OESCRIPTION  OF  USAGE: 

VALUE: 

NOTES: 

HUTIL1 

OFFSHORE  BOUNDARY  HDOHT  AT  J  'YCEUS 

6.BO 

HUTIL2 

OFFSHORE  BOUNDARY  HEIGHT  AT  J  -  1 

6.20 

ZUTILl 

OFFSHORE  BOUNDARY  ANGLE  AT  J  -  1 

•36.00 

ZUTIL2 

OFFSHORE  BOUNDARY  ANGLE  AT  J  -  YCEUS 

-31.00 

WAVE  CONOITION  NUMBER:  3 

VARIABLE 

OESCRIPTION  OF  USAGE: 

VALUE: 

NOTES; 

HUTIL1 

OFFSHORE  BOUNDARY  HEIGHT  AT  J  -  YCEUS 

8.30 

HUTIL2 

OFFSHORE  BOUNDARY  HEIGHT  AT  J  - 1 

7.70 

ZUTILl 

OFFSHORE  BOUNDARY  ANGLE  AT  J  -  1 

31.00 

ZUTIL2 

OFFSHORE  BOUNDARY  ANGLE  AT  J  -YCEUS 

33.00 

SAVESPEC  CARO: 


16 

16 

16 

16 

16 

16 

14 

14 

14 

14 

14 

14 

14 

16 

16 

14 

14 

14 

13 

13 

13 

13 

14 

13 

13 

13 

13 

14 

14 

16 

16 

17 

17 

16 

16 

16 

8ATHSPEC  CARO:  SPECIFICATION  OF  6ATHYMETRY/T0P00RAPHY 


VARIABLE  OESCRIPTiON  OF  USAGE:  VALUE:  NOTES: 


BUNITS  SYSTEM  OF  UNITS  FOR  DEPTH  DATA 

FEET 

BSEQ  READ  SEQUENCE  FOR  DEPTH  DECK 

YX 

WDATUM  DATUM  FOR  WATER  DEPTHS 

0.000 

LDATUM  DATUM  FOR  LAND  ELEVATIONS 

0.000 

DUMIT  MAXIMUM  DEPTH  ALLOWED 

0.0 

BFORM  FORMAT  OF  DEPTH  DATA 

nOF7.1) 

NUMBER  OF  ELEVATION  CHANGES  -  0 

•  INPUT  PROCESSING  COMPLETED:  * 

*  FATAL  ERRORS-  0  WARNINGS-  0  * 

Figured.  (Sheet  2  of  4) 
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WAVE  CONDITION 

TH£  OeEP  WATER  WAVE  PARAMETERS  FOR  CASE  ^  ARE: 

HEIGHT  - 

6.000 

PERIOD  - 

4.000 

ANGLE  - 

-11.000 

\ 

IVATER  DEPTHS  (MULTIPLIED  BY 

10.) 

l/J 

1 

2 

3 

4 

6 

6 

7 

8 

9 

10 

11 

12 

13 

14 

16 

16 

17 

18 

1 

10 

10 

10 

10 

10 

10 

10 

10 

10 

10 

10 

10 

10 

10 

10 

10 

10 

10 

2 

10 

10 

10 

10 

10 

10 

10 

10 

10 

10 

10 

10 

10 

10 

10 

10 

10 

10 

3 

10 

10 

10 

10 

10 

10 

10 

10 

10 

10 

10 

10 

10 

10 

10 

10 

10 

30 

4 

10 

10 

10 

10 

10 

10 

26 

26 

26 

26 

26 

26 

26 

26 

26 

26 

30 

66 

6 

10 

10 

10 

10 

10 

10 

60 

60 

60 

60 

60 

60 

60 

60 

60 

60 

60 

80 

6 

20 

20 

20 

20 

30 

36 

66 

66 

76 

80 

80 

80 

80 

96 

90 

76 

96 

106 

7 

40 

40 

40 

40 

60 

70 

60 

60 

too 

110 

110 

no 

110 

140 

130 

too 

130 

130 

9 

80 

80 

66 

66 

90 

100 

96 

96 

130 

120 

136 

126 

126 

146 

136 

126 

136 

146 

9 

120 

120 

130 

130 

120 

130 

130 

130 

160 

130 

160 

140 

140 

160 

140 

160 

140 

160 

10:  146 

146 

160 

160 

160 

166 

166 

166 

180 

160 

160 

166 

160 

166 

160 

166 

166 

176 

1 

:  170 

170 

170 

170 

180 

180 

200 

200 

200 

170 

160 

170 

180 

160 

180 

180 

190 

190 

lx 

1:  170 

170 

170 

170 

180 

180 

196 

196 

196 

180 

176 

180 

190 

170 

186 

176 

180 

190 

i; 

*:  170 

170 

170 

170 

180 

180 

190 

190 

190 

190 

190 

190 

200 

180 

190 

190 

190 

190 

14 

1:  186 

186 

190 

190 

196 

190 

206 

206 

206 

200 

210 

206 

206 

186 

186 

200 

210 

210 

11 

>:  200 

200 

210 

210 

210 

200 

220 

220 

220 

210 

230 

220 

210 

210 

200 

210 

230 

230 

16:  206 

206 

216 

216 

216 

216 

226 

226 

226 

220 

230 

230 

220 

216 

210 

210 

236 

236 

1 

f:  210 

210 

220 

220 

220 

230 

230 

230 

230 

230 

230 

240 

230 

220 

220 

210 

240 

240 

18:  216 

216 

220 

226 

226 

230 

236 

236 

236 

230 

236 

240 

230 

230 

226 

230 

260 

246 

11 

):  220 

220 

220 

230 

230 

230 

240 

240 

240 

230 

240 

240 

230 

240 

230 

260 

260 

260 

2( 

):  226 

226 

226 

236 

236 

240 

246 

246 

246 

240 

246 

240 

230 

260 

260 

266 

266 

260 

2 

:  230 

230 

230 

240 

240 

260 

260 

260 

260 

260 

260 

240 

230 

260 

270 

260 

270 

270 

2. 

Z:  240 

240 

236 

240 

240 

260 

266 

266 

266 

260 

260 

240 

236 

266 

270 

280 

276 

270 

2, 

):  260 

260 

240 

240 

240 

260 

260 

260 

260 

260 

260 

240 

240 

260 

270 

280 

280 

270 

24 

1:  260 

260 

240 

246 

246 

260 

260 

260 

260 

266 

266 

246 

246 

260 

270 

286 

280 

276 

2f 

>:  260 

260 

240 

260 

260 

260 

260 

260 

260 

260 

260 

260 

260 

250 

270 

290 

280 

280 

2i 

i:  260 

260 

246 

266 

266 

266 

260 

260 

266 

266 

266 

270 

260 

266 

276 

296 

286 

280 

2‘ 

:  270 

270 

260 

260 

260 

260 

260 

260 

270 

270 

270 

290 

270 

260 

280 

300 

290 

280 

2( 

i:  266 

266 

266 

266 

266 

266 

266 

266 

276 

276 

270 

280 

270 

270 

290 

306 

290 

386 

21 

1:  260 

260 

260 

270 

270 

270 

270 

270 

280 

280 

270 

270 

270 

280 

300 

310 

290 

290 

3C 

):  260 

260 

266 

276 

276 

276 

276 

276 

280 

280 

276 

270 

270 

280 

300 

310 

290 

296 

31:  260 

260 

270 

280 

280 

280 

280 

280 

260 

280 

280 

270 

270 

280 

300 

310 

290 

300 

3« 

Z:  270 

270 

270 

280 

280 

290 

290 

290 

290 

280 

280 

270 

270 

290 

300 

320 

290 

310 

33:  300 

300 

290 

290 

290 

290 

290 

290 

290 

290 

280 

280 

290 

300 

310 

330 

330 

310 

3^ 

1:  290 

290 

300 

300 

300 

290 

300 

300 

300 

290 

300 

290 

300 

300 

310 

340 

360 

310 

36:  290 

290 

290 

290 

290 

280 

300 

300 

300 

300 

300 

310 

310 

310 

310 

330 

360 

260 

3( 

):  290 

280 

290 

300 

300 

300 

300 

300 

300 

310 

320 

320 

320 

320 

340 

360 

370 

360 

3' 

:  290 

290 

300 

300 

300 

300 

300 

300 

300 

310 

310 

320 

320 

320 

340 

360 

370 

380 

31 

I:  300 

300 

300 

300 

310 

310 

310 

310 

310 

310 

320 

320 

320 

330 

330 

360 

380 

380 

31 

h  300 

300 

310 

310 

310 

310 

310 

310 

310 

310 

320 

320 

320 

330 

330 

360 

380 

360 

40:  310 

310 

310 

310 

310 

320 

320 

320 

320 

330 

330 

330 

330 

330 

340 

360 

370 

380 

\ 

WATER  DEPTHS  (MULTIPLIED  BY 

10.) 

l/J 

19 

20 

21 

22 

23 

24 

26 

26 

27 

28 

29 

30 

31 

32 

33 

34 

36 

36 

1 

10 

10 

10 

10 

10 

10 

10 

10 

10 

10 

10 

10 

10 

10 

10 

10 

10 

10 

2 

10 

10 

10 

10 

10 

10 

10 

10 

10 

10 

10 

10 

10 

10 

10 

10 

10 

10 

3 

30 

10 

10 

10 

10 

10 

10 

10 

10 

to 

10 

10 

to 

10 

to 

10 

10 

10 

4 

60 

60 

60 

46 

46 

46 

36 

36 

20 

40 

26 

26 

20 

26 

16 

16 

20 

20 

6 

90 

100 

100 

90 

80 

90 

70 

70 

40 

80 

60 

60 

40 

60 

30 

30 

40 

40 

e 

110 

116 

110 

100 

100 

100 

86 

80 

80 

100 

86 

80 

60 

76 

66 

66 

76 

76 

7 

130 

130 

120 

110 

110 

no 

100 

no 

120 

120 

120 

110 

80 

100 

80 

80 

110 

no 

8 

140 

136 

130 

130 

126 

120 

120 

120 

126 

126 

126 

130 

100 

116 

100 

100 

125 

126 

9 

160 

140 

140 

160 

140 

130 

140 

130 

130 

130 

130 

160 

120 

130 

120 

120 

140 

140 

10:  146 

160 

160 

160 

146 

160 

146 

146 

146 

146 

146 

160 

130 

146 

140 

136 

146 

146 

1 

:  140 

180 

180 

170 

160 

170 

160 

160 

160 

160 

160 

160 

140 

180 

160 

160 

160 

160 

lx 

Z:  176 

196 

196 

186 

170 

190 

180 

180 

180 

176 

170 

160 

160 

180 

160 

166 

160 

160 

1, 

*:  210 

210 

210 

200 

180 

210 

210 

200 

200 

190 

180 

170 

160 

160 

160 

160 

170 

170 

14 

1:  220 

220 

220 

210 

210 

220 

206 

206 

206 

200 

200 

186 

176 

170 

166 

170 

180 

180 

IE 

>;  230 

230 

230 

220 

230 

230 

210 

210 

210 

220 

220 

200 

190 

180 

170 

180 

190 

190 

1( 

):  236 

236 

236 

226 

236 

236 

220 

226 

216 

230 

230 

216 

210 

196 

190 

200 

206 

206 

r 

r:  240 

240 

240 

230 

240 

240 

230 

240 

22C 

240 

240 

230 

230 

210 

210 

220 

220 

220 

11 

i:  246 

246 

260 

246 

260 

260 

240 

246 

236 

260 

246 

240 

236 

220 

220 

230 

226 

226 

IS 

>;  260 

260 

260 

260 

260 

260 

260 

260 

260 

260 

260 

260 

240 

230 

230 

240 

230 

230 

2< 

):  260 

260 

266 

266 

266 

266 

260 

266 

268 

260 

260 

266 

246 

246 

240 

240 

236 

236 

2 

:  270 

270 

270 

270 

270 

270 

270 

260 

260 

260 

270 

260 

260 

260 

260 

240 

260 

260 

2. 

Z:  270 

270 

270 

270 

276 

270 

270 

266 

266 

270 

276 

266 

260 

266 

260 

260 

270 

270 

2. 

):  270 

270 

270 

270 

280 

270 

270 

270 

270 

280 

280 

270 

270 

270 

270 

260 

290 

290 

2* 

1;  276 

276 

276 

276 

280 

276 

276 

270 

276 

280 

286 

276 

276 

280 

276 

286 

290 

290 

Figure  Cl .  (Sheet  3  of  4) 
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Appendix  C 


WATER  DEPTHS  (MULTIPLIED  BY 

10.) 

l/J: 

18 

20 

21 

22 

23 

24 

26 

26 

27 

28 

28 

30 

31 

32 

33 

34 

36 

36 

26 

280 

280 

280 

280 

280 

280 

280 

270 

280 

280 

280 

280 

280 

280 

280 

280 

280 

280 

26 

280 

280 

280 

280 

280 

280 

260 

280 

286 

286 

286 

286 

286 

280 

280 

280 

280 

280 

27 

280 

280 

280 

280 

280 

280 

280 

280 

280 

280 

300 

280 

280 

280 

300 

280 

280 

280 

28 

286 

286 

286 

280 

280 

276 

280 

286 

286 

286 

306 

300 

286 

286 

300 

286 

286 

286 

28 

280 

280 

280 

280 

280 

270 

280 

300 

300 

300 

310 

310 

300 

300 

300 

300 

300 

300 

30 

280 

280 

286 

280 

280 

280 

280 

300 

300 

300 

310 

310 

306 

306 

306 

310 

306 

306 

31 

280 

280 

280 

280 

280 

280 

300 

300 

300 

300 

310 

310 

310 

310 

310 

320 

310 

310 

32 

300 

310 

280 

280 

280 

280 

300 

300 

310 

310 

310 

310 

310 

310 

320 

320 

320 

320 

33 

310 

310 

310 

310 

310 

310 

300 

300 

310 

320 

320 

320 

320 

330 

320 

320 

330 

330 

34 

310 

310 

310 

310 

310 

310 

320 

320 

320 

330 

330 

320 

320 

330 

330 

330 

330 

330 

36 

330 

310 

310 

310 

320 

320 

320 

320 

320 

320 

330 

330 

330 

330 

330 

330 

330 

330 

36 

330 

320 

320 

320 

320 

320 

310 

320 

330 

330 

330 

330 

330 

340 

340 

340 

330 

330 

37 

330 

330 

320 

330 

330 

330 

320 

330 

330 

330 

340 

340 

340 

340 

340 

340 

340 

340 

38 

360 

330 

330 

330 

330 

330 

330 

330 

340 

340 

340 

340 

340 

340 

340 

340 

340 

340 

38 

370 

360 

340 

340 

340 

340 

340 

340 

340 

340 

340 

340 

360 

360 

360 

360 

360 

360 

40 

360 

360 

340 

340 

340 

340 

340 

340 

340 

350 

360 

360 

360 

360 

360 

360 

360 

360 

BREAKING  INDEX  (CHARACTER  INFORMATION;  NO  MULTIPLIER  NEEDED) 

l/J 

1 

2 

3 

4 

6 

6 

7 

8 

8 

10 

11 

12 

13 

14 

16 

16 

17 

18 

1 

B 

B 

B 

B 

B 

B 

B 

B 

B 

B 

B 

B 

2 

B 

B 

B 

B 

B 

B 

B 

B 

B 

B 

B 

B 

3 

B 

B 

B 

B 

B 

B 

B 

B 

B 

B 

B 

B 

B 

B 

B 

B 

S 

4 

B 

B 

B 

6 

B 

B 

B 

B 

B 

B 

B 

B 

B 

B 

B 

B 

8 

6 

B 

B 

B 

B 

B 

B 

B 

B 

B 

B 

B 

B 

B 

B 

B 

B 

6 

B 

B 

B 

B 

B 

B 

B 

7 

8 

B 

G 

B 

B 

B 

B 

BREAKING  INDEX  (CHARACTER  INFORMATION: 

NO  MULTIPLIER  NEEDED) 

1  t/J; 

18 

20 

21 

22 

23 

24 

26 

26 

27 

28 

28 

30 

31 

32 

33 

34 

36 

36 

1 

8 

B 

B 

B 

B 

B 

6 

B 

B 

B 

B 

6 

B 

B 

B 

B 

B 

2 

B 

B 

B 

B 

B 

B 

B 

B 

B 

B 

B 

B 

B 

B 

B 

B 

B 

3 

B 

B 

B 

B 

B 

B 

B 

B 

B 

B 

B 

B 

B 

8 

B 

B 

B 

4 

B 

B 

B 

B 

B 

B 

B 

6 

B 

B 

B 

B 

C 

B 

B 

B 

B 

6 

B 

B 

B 

B 

B 

B 

B 

B 

e 

7 

8 

B 

B 

6 

Figure  Cl .  (Sheet  4  of  4) 
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Input  Data  Set  for  RCPGRAF  Example 


Appandix  C 


WAVE  CONDITION  NUMBER  1:  HEIGHT 

-  6.000 

PERIOD*  4.000 

ANGLE-  '11.000 

1 

16 

4.7701  -12.3620 

20.00 

18 

13 

4.7461 

10.0624 

21.00 

2 

16 

4.7701  -12.3620 

20.00 

20 

13 

4.7800 

10.6243 

21.00 

3 

16 

4.7880  -12.3304 

21.00 

21 

13 

4.8318 

10.7602 

21.00 

4 

16 

4.8063  -12.3708 

21.00 

22 

13 

4.8630 

10.0318 

20.00 

6 

16 

4.8136  -12.3068 

21.00 

23 

14 

4.8704 

-8.8648 

21.00 

0 

16 

4.7788  -11.0712 

20.00 

24 

13 

4.8770 

-8.9323 

21.00 

7 

14 

4.7022  -11.3047 

20.60 

26 

13 

4.8170 

10.3707 

21.00 

8 

14 

4.7610  -11.8307 

20.60 

20 

13 

4.8241 

-8.8211 

20.00 

8 

14 

4.7763  -12.1483 

20.60 

27 

13 

4.8087 

'8.3630 

20.00 

10 

14 

4.7667  -11.7882 

20.00 

20 

14 

4.8010 

-8.8772 

20.00 

11 

14 

4.8184  -11.7400 

21.00 

28 

14 

4.8343 

-8.4677 

20.00 

12 

14 

4.8442  -11.8888 

20.60 

30 

16 

4.8648 

•8.7367 

20.00 

13 

14 

4.8880  -11.8810 

20.60 

31 

10 

4.8022 

-9.6881 

21.00 

14 

16 

4.8224  -11.2446 

21.00 

32 

17 

4.0240 

-9.1360 

21.00 

16 

16 

4.8068  -10.3748 

20.00 

33 

17 

4.8186 

-8.3630 

21.00 

10 

14 

4.7883  -8.3808 

20.00 

34 

10 

4.8814 

-7.9179 

20.00 

17 

14 

4.7380  -8.6340 

21.00 

36 

10 

4.8781 

-8.1387 

20.60 

18 

14 

4.7262  -10.1007 

21.00 

30 

10 

4.0781 

-8.1387 

20.60 

WAVE  CONDITION  NUMBER  2:  HEIGHT 

-  6.000 

PERIOD-  0.000 

ANGLE-  -33.000 

1 

16 

0.1066  -30.0226 

20.00 

18 

13 

6.7826 

-24.8048 

21.00 

2 

16 

0.1068  -30.0226 

20.00 

20 

13 

6.7036 

26.3818 

21.00 

3 

16 

0.1638  -30.3318 

21.00 

21 

13 

6.8068 

27.6098 

21.00 

4 

16 

0.2017  -30.4371 

21.00 

22 

13 

6.8202 

28.0188 

20.00 

6 

16 

6.2736  -30.3766 

21.00 

23 

14 

6.9470 

27.1980 

21.00 

6 

16 

6.2263  -28.3472 

20.00 

24 

13 

6.8234 

27.4717 

21.00 

7 

14 

6.0932  -27.3718 

20.60 

26 

13 

6.0061 

29.4018 

21.00 

8 

14 

6.8680  -27.8236 

20.60 

26 

13 

6.2321 

28.8366 

20.00 

8 

14 

6.9246  -28.8176 

20.60 

27 

13 

0.3972 

28.0768 

20.00 

10 

14 

6.8893  -28.2327 

20.00 

26 

14 

6.3874 

-26.4762 

20.00 

11 

14 

6.8229  -28.6836 

21.00 

29 

14 

6.3030 

-27.1268 

20.00 

12 

14 

6.8620  -29.6666 

20.60 

30 

16 

6.2632 

27.0732 

20.00 

13 

14 

6.0319  -30.4808 

20.60 

31 

16 

6.2366 

28.6763 

21.00 

14 

16 

6.3406  -30.3020 

21.00 

32 

17 

6.3279 

-29.3768 

21.00 

16 

16 

0.6284  -28.0177 

20.00 

33 

17 

6.3060 

26.7449 

21.00 

10 

14 

6.4812  -26.1004 

20.00 

34 

10 

6.2803 

26.3861 

20.00 

17 

14 

6.1042  -24.1824 

21.00 

36 

16 

e.2E»i 

26.8862 

20.60 

18 

14 

6.8197  -24.8196 

21.00 

36 

10 

e.zeat 

-26.8862 

20.60 

WAVE  CONDITION  NUMBER  3:  HEIGHT 

-  8.000 

PERIOD-  8.000 

ANGLE-  33.000 

1 

16 

8.1620  28.6382 

20,00 

18 

13 

8.8176 

27.7379 

21.00 

2 

16 

9.1620  28.6382 

20.00 

20 

13 

8.6691 

26.7149 

21.00 

3 

16 

8.9828  29.2892 

21.00 

21 

13 

8.4229 

20.2424 

21.00 

4 

16 

8.8101  28.6237 

21.00 

22 

13 

8.3662 

26.6483 

20.00 

6 

16 

8.7367  28.1241 

21.00 

23 

14 

8.2604 

27.1101 

21.00 

6 

16 

8.7672  27.3268 

20.00 

24 

13 

8.1867 

26.3860 

21.00 

7 

14 

8.7114  27.7162 

20.60 

26 

13 

8.1786 

26.6069 

21.00 

8 

14 

8.7413  26.2820 

20.60 

26 

13 

8.1787 

26.7634 

20.00 

9 

14 

8.8604  26.6680 

20.60 

27 

13 

7.9866 

26.2467 

20.00 

10 

14 

8.8176  27.6727 

20.00 

28 

14 

7.8688 

24.8362 

20.00 

11 

14 

8.4617  27.9092 

21.00 

29 

14 

7.9807 

22.6308 

20.00 

12 

14 

8.2404  26.2266 

20.60 

30 

16 

8.1793 

22.7326 

20.00 

13 

14 

8.2631  26.9373 

20.60 

31 

16 

8.2410 

24.4143 

21.00 

14 

16 

8.3148  26.4121 

21.00 

32 

17 

8.3182 

26.7744 

21.00 

16 

16 

8.6933  26.3286 

20.00 

33 

17 

8.3601 

27.4792 

21.00 

10 

14 

8.9683  27.8426 

20.00 

34 

16 

8.2962 

26.9136 

20.00 

17 

14 

8.9130  27.4160 

21.00 

36 

16 

8.2180 

26.3396 

20.60 

18 

14 

8.9364  26.8230 

21.00 

36 

16 

8.2180 

26.3386 

20.60 

Figure  C2.  RCPGRAF  input  file  RCPEXP.NSR 
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Input  Data  Set  for  RCPGRAF  Example 


Appendix  D 
Input  Data  Set 
for  DPLOT  Example 


This  appendix  contains  a  listing  of  the  SHORLROT  and  CUINTP  output  data 
flies  that  served  as  input  to  the  program  DPLOT.EXE  in  the  DPLOT  example 
application  described  in  Chapter  4.  The  input  data  set  consisted  of  two 
SHORLROT  output  data  files  (82SHO.ROT  and  86SHO.ROT)  and  two  CUINTP 
output  data  files  (82SHO.ISH  and  86SHO.ISH)  as  shown  in  Figures  D1  through 
D4. 


27 

0.1 

692.0 

247.4 

641.2  515.6 

592.9 

755.9 

556.6 

997.5 

517.5 

1238.4 

502.61432.1 

470.3 

1667.5 

443.8 

1845.8 

420.6 

2054.6 

380.02456.3 

332.3 

2708.6 

294.0 

2964.0 

249.5 

3248.0 

214.43561.5 

164.9 

3815.6 

123.0 

4041.6 

93.0 

4289.5 

63.74509.8 

45.5 

4722.5 

20.1 

4928.5 

8.3 

5194.1 

11.05504.5 

36.5 

5798.6 

72.1 

6077.6 

115.9 

6376.1 

188.16844.1 

289.5 

Figure  Dl.  DPLOT  input  file  82SHO.ROT 


26 

2.9 

702.3 

257.5 

650.1  491.0 

602.5  747.8 

556.8 

1254.4 

477.0 

1572.8 

449.91917.1 

397.0  2132.4 

344.8 

2460.6 

313.9 

2785.3 

295.03050.6 

253.2  3333.5 

236.8 

3609.4 

179.7 

3860.0 

162.34073.1 

141.3  4369.8 

116.0 

4671.5 

112.0 

4956.1 

110.35212.9 

126.2  5474.1 

142.2 

5735.4 

167.5 

5982.4 

229.26213.0 

286.7  6403.4 

336.8 

6646.1 

375.3 

6844.5 

436.7 

Figure  D2.  DPLOT  input  file  86SHO.ROT 
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273 

25.0000 

0. 

0.0 

25. 

686.8 

50. 

681.6 

75. 

676.4 

100. 

671.2 

125. 

666.0 

150. 

660.9 

175. 

655.8 

200. 

650.7 

225. 

645.7 

250. 

640.7 

275. 

635.8 

300. 

630.9 

325. 

626.1 

350. 

621.4 

375. 

616.8 

400. 

612.3 

425. 

607.8 

450. 

603.6 

475. 

599.4 

500. 

595.3 

525. 

591.5 

550. 

587.7 

575. 

584.0 

600. 

580.4 

625. 

576.8 

650. 

573.2 

675. 

569.5 

700. 

565.7 

725. 

561.7 

750. 

557.6 

775. 

553.3 

800. 

548.7 

825. 

544.1 

850. 

539.5 

875. 

535.1 

900. 

530.8 
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